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The accident barometer. Jan., 40; Feb., 40; May, 54; June, 52. 


Accident costs, see Economics of safety. 
Accident proneness, see Psycholory 


Accident records 
For distinguished service - National Safety Council awards for 
outstanding records. Jan., 60; Feb., 50; Apr., 66; May, 62; 
June, 58. 
Topping the industry's record. Apr., 28. 


Accident statistics 

The accident barometer. Jan., 40; Feb., 40; May, 54; June, 52. 

Accident prevention workshops for Hawaiian employers (Hendrickson). 
Aprey, 40. 

Accident repeaters may not be accident prone (Miller). Mar., 6. 

Accidents in 1952. Mar., 299. 

Atomic Energy program reduces injury rate. June, 55. 

Home is a danzerous workplace (Berk). Jan., 22. 

A hospital survey (Green Cross news). Feb., 4b. 

The home folks help. Jan., 38. 

Industry's problem children (Gordon). Feb., 32. 

Lessons from disasters (Olson). Jan., 20. 

The public service work of the National Safety Council (Rodgers). 
June, 133. 

Stete reduces injuries. Jan., 9/. 

Unit first-aid kits (Data sheet D-202). Feb., 72. 

We've learned to handle molten aluminim (Fritzlen). June, 14). 

Where women work. Mar., 5. 

See also specific subjects. 


A C j as 
Acid handlinz. Mar., 172. 


Aeronautics 
At safety's Morocco bose. Mey, 15. 
50 years of powered flight (Webb). Jime, 157. 
Ground safety with the Pacific Airlirt (Burch). Apr., 20; May 70. 
Safety leaders of 1952. Apr.,; 37. 





Air pollution 
Air pollution from sulphuric acid (Industrial health). June, 46. 
Controlling air-borne bacteria. Mar., 62. 


Alecholism 
Alcoholics in industry (Editorial). May, 17. 


Allison, W. W. 
Compressed gases. Mar., 44, 


Aluminun 
We've learned to handle molten aluminum (Fritzlen). Junc, 2h, 


American Industrial Hyziene Association 
AINA creates standards committee. Mar., 80. 


American Society of Safety Engineer 
Public speaking series (Green Cross news). June, 44. 


American Standards Association 
Committee to study noise problems. May, 78. 
New officers of ASA standards board (Personals). Apr., 44. 


Andrews, Bill 
Diary of a safety engineer (fiction). Jan., 28; Feb., 24; Mar., 4; 


Apr., 30; May, 36; June, 32. 


Appel, J. &. 
Improved methods of pole-top resuscitation. Apr., 22. 


Associations 
Catch them early (Small businesses and associations). May, 40. 
Ernest Cooper new president of Floor Machinery Manufacturers 
Association (Personals), May, 88. 
Hospital program’expands (Small businesses and associations). 
Feb., 60. 
NAM optomistic (Smell businesses ani associations). Apr., 42. 
New president for Safety Encineering Representatives (Personals). 
Feb., 48. 
Small businesses and associations (Baltzer). Jan., 52; Feb., 60; 
Apr., 42; May, 40; June, 40. 
Wrabetz honored at canners safety institute. May, 57. 
See also names of specific associations; Organization - Smll plant. 
Athletics foot. Washrooms and lockers. Mor., 64. 
Atomic bombs 
After the A-bomb (Industrial health). Jan., 66. 
Atomic energy and fire protection (Kehoe). May, 107. 


Atomic energy 
Atomic energy brings new problems to industry (Stratton). June, 35. 
Atomic Energy program reduces injury rate. June, 55. 
Solving atomic age problems in the "hot lab". June, 22. 
See also Atomic bombs; Radiation. 


Avison, Raymond W, 
."What's in it for me?" Feb., 36. 





Babbitting 
Eve conservation. Mar., lel. 


Back injuries 
Pre-placement examinations (Industrial health). May, 60. 


Bactericides, see Disinfectants. 


Baltzer, A.M. 
Small businesses and associations. Jan., 52; Feb., 60; April, he; 
Mey, 40; June, 40. 


Beik, Fred F, 
Home away from home. May, 30. 


Belts - Safety 
Respiratory protection. Mar., 85. 
Safety belts and harness. Mar., 103. 


Berk, Thomas J. 
Home is a dangerous workplace. Jan., 22. 


Blind 
Group studies vision improvement in blind. May, 9. 


Brown, Henry S. 
Treatment of low-voltage injuries. June, 36. 


Buildings 
Fire protection for windowless plents. Mar., 50. 
Fire-safe construction. Mar., 150. 
How's the weather? Mar., 100. 
Multi-tenant buildings. Mar., l4. 
New provisions in building exits code. Apr., 48. 
Plant design and layout. Mar., 9. 
Preparing for disaster control (O'Connor). 
Mor., 34. 
Protection against winu. Mar., 153. 


Bulletin boards 
Good medicine for any plant (Tilson). Feb., 20. 
A head and an eye saved. Mar., 125. 
Mammoth board commands attention. Apr., 8l. 
Training for safety. Mar., 233. 
"What's in it for me?" (Avison). Feb., 36. 


Burch, Norval (about) 
NSC editorial changes (Personals). June, 42. 





Burch, Norval (author) 
Grow sifety with the Pacific Airlift. Apr., 20; May, 26. 
More power to your words. Feb., 22. 


Burke, Tom A. 
Green Cross news. Jan., 44; Feb., 44; Apr., 50; May, 48; June, 44. 


Burns 
Pamphlet on burns now available. Feb., 81. 
We've learned to handle molten aluminum (Fritzlen). June, 142. 


Calendars 
Calendar contest winners. Jan., 116; Feb., 112; Apr., 123; May, 118; 
June, 182. 


Cancer 
Cancer in tar workers (Industrial health). May, 60. 


Carbon tetrachloride 
How sate are safety solvents? (Poliakoff). Feb., 28. 


Cartoons 
Cartoon vooklet teaches operators. May, 50. 
The lighter side (Hix). Jan., 29; Feb., 25; Mar., 176; Apr., 31; 
May, 373; June, 33. 
Line drawings on miscellaneous subjects. Feb., 50; Mar., 126, 132, 
145, 174; Apr., 61, 68, 76; May, 136. 
Railroad proc@uces cartoon movie. May, %. 


Ceilings 
Color'’s many uses. Mar., 24, 


Cha ins 
Chains that won't let you down (Hogans). dJan., 32. 
Load-bearinz chain. Mar., 168. 
Wire rope. Mar., i60. 


Chambers of Commerce 
U.S. C. of C. encourages local sufety work (Small businesses and 


ry 


associations). Jun., 52. 


Chemical industry 
Atomic enersy and fire protection (Kehoe), May, 106. 
How we did it (Small businesses and associatious). Jan., 5e. 
Management supplies the spark (Geiger). Jan., 15. 
Safety leaders of 1952. Apre, 37 





Child safety 
Danny Diesel club (Green Cross news). Feb., 44. 
New provisions in building exits code. Apr., 4&6. 


Civil defense 
Atomic energy and fire protection (Kehoe). May, 46. 
Ground safety with the Pacific Airlift (Burch). May, 26. 
Preparing for disaster control (O'Connor). 
Mar., 34. 
These should be reported to the F.B.I. Mar., 156. 


Clair, Robert 
What good vision can do for management. Feb., 30. 


Clay products industry 
SCPI starts group safety service (Small businesses and 
associations). Jun., 52. 


Cleanliness 
Making it easy to keep clean. Jan., 36. 
Skin infections. Mer., 78. 


Clearances 
Plant design and layout. Mar., 72. 


Clothing 

Controlling heat exposure. May, 35. 

Distribution of personal protective equipment. Mar., 155. 

Flameproof fabrics. Mar., 219. 

Making it easy to keep clean. Jan., 36. 

Safety clothing. Mar., 126. 

The safety wardrobe. Mar., 7. 

We've learned to handle molten aluminum (Fritzlen). 
June, 142, 

Where women work. Mar., 5. 

Work clothing bopklet. Feb., lll. 

See also Gloves and sleeves; Hats; Head protection; Shoes and 
legging:s. 


Colleges and unversities 
Investment in talent (Editorial). Apr., 19. 
MIT announces session on industrial health. May, 54. 
N.Y.U. completes 89th army safety course. Jan., 50. 
Safety courses offered by N. Y. University. Jan., 120. 


Color 
Color's many uses. Mar., 2h. 


Coming events in the field of safety. Jcn., 83; Feb., 56; Mar., 176; 
Apr., 58; May, 64 ; June, 58, 





Community Safety Councils 
First minayers' institute is great success (Green Cross news). 
May, 46. 
Green Cross news (Burke). Jan., 44; Feb., 44; Apr., 50; May, 48; 
June, 4h, 


Procedures group meets (Green Cross news). y, 48. 


Community Safety Councils - Cities, Counties, States 
Blackstone Valley - Employces write slogans (Green Cross news). 
Feb., 58. 
Chicago - Greater Chicago safety conference and exposition. May, 
1356 
Cincinnati - A hospital survey (Green Cross news). Feb., 44. 
Cleveland - Public spenltin:: serics (Green Cross news). June, 44. 
Concord (N.H.) - Concord now chest agency (Green Cross news). Apr., 
120. 
Dayton - Home-made display (Green Cress news). May, 153. 
Delawere - 1100 at Delaware meeting (Green Cross news). Feb., 59. 
Eastbey - Hildegarde narcd Miss Green Cross of 1953. May, 103. 
Fort Worth - Fort Worth insurance (Green Cross news). dJan., 101. 
Grand Rapids - Plant noise reduction (Green Cross news). Jan., 103. 
Hamilton (0.) - New president for Hemilton (Green Cross news). Apr., lel. 
Hudson county (N.J.) - Safety series for foremen (Green Cross news). 
May, 152. 
Iowa - More regional prorrems (Small businesses and associations). 
ApYe, he, 
Jacksonville(Fla.) - Gift of an auto (Green Cross news). Feb., 58. 
- Pierce hesds Jax council (Green Cross news). 
APYey 506 
Lansing (Mich). - G,. J. Bleibtrey heads Lansing (Green Cross news). 
Apr., lel. 
Lansing industrial dinner (Green Cross news). May, 152. 
Lethbridge (Alta., Canaé@) - T. R. Alexander heads safety council (Green 
Cross news). Jan., 104. 
Los Angeles - Dollars for safety (Green Cross news). Feb., ‘4. 
Louisiana - Louisiana conference (Green Cross news). Jan., 102. 
Milwaukee - New high . Milwaukee attendance (Green Cross news). 
May, bp 53. 
Minneapolis - Occupational banquet (Green Cross news). June, 61. 
Missouri - A rural safety council (Green Cross news). Jan., 101. 
New Jersey - New Jersey progress (Green Cross news). Apr., 50. 
Sefety series for foremen (Green Cross news). May, 152. 
Thomas Roy Jones (Green Cross news). June, 61. 
New York - Local councils in New York (Green Cross news). June, 44. 
New York oo meete (Green Cross news). Jan., "hh; Apr. 50. 
Smoking in (Green Cross news). Feb., 58. 
Oak Park (Il1l.) - Ouk ei sets up council (Green Cross news). Feb., 
kh, 
Ohio - Off-the-job queries run 10 to 1 (Green Cross news). Jan., 102. 
Oklahoma - Emphasis on industry (Green Cross news). June, 60. 
Omaha - Dramatic presentation (Green Cross news). June, 44. 
Oneida county (N.Y.) - Oneida county council (Green Cross news). Apr., 
Us 


a 





Community Safety Councils - Cities, Counties, States (continued) 
Onondego county (N.Y.) - Onondago council formed (Green Cross 
news). June, 44. news). June, 44, 
Philadelphia - Large attendance in Philedelphia (Green Cross news). 
“sy, 152. May, 152. 
- Myers heads council (Green Cross news). June, 60. 
Rochester, (N. Y.) - N. Y. Federation meets (Green Cross news). 
Apr., 50. 
- Woman president for Rochester (Green Cross news). 
Feb., 58. 
Sioux Falls (S.D.) - Sioux Fells annual meeting (Green Cross news). 
Feb., 44. 
Syracuse - Syracuse industrial series (Green Cross news). May, 152. 
Wapello county (Iowa) - Ottumwa council employs manager (Green Cross 
news). Apr., 130. 
Warren county (Va.) - Front royal reorganization (Green Cross news). 
Apr., 50. 
West Virginia - Manager chosen for W. Va. chapter (Green Cross news). 
Jane, 44. 
Western Massachusetts - Springfield expansion (Green Cross news). 
Feb., 58. 
Western Pennsylvania - Safety on the line (Green Cross news). Feb., 
hh, 
Willits (Calif.) - Industry and public safety (Green Cross news). 
Jane, 44. 
Worcester (Mass.) - More regional programs (Small businesses and 
associations). Apr., 42. 


Conferences 

Cincinnati fire conference (Green Cross news). June, 60. 

Coming events in the field of safety. Jan., 88; Feb., 56; Mear., 176; 
Apr., 58; May, 64; June, 58. 

Conference on basic odor research. Mar., 150. 

Emphasis on industry (Green Cross news). June, 60. 

Greater Chicago safety conference and exposition. May, 135. 

Heads K. C. Congress (Green Cross news). Jan., 102. 

Is "small business" on your local conference? (Small businesses 
and associations). June, 40. 

Large attendance in Philadelphia (Green Cross news). May, 152. 

Louisiana conference (Green Cross news). Jan., 102. 

Materials-haniling conference May 16-22. Apr., 109. 

Michigan state conference (Green Cross news). June, 44, 

Southern safety conference (Green Cross news). Apr., 50. 


Construction 
Contractors set new records in 1952 campaign. May, 128. 
Safety's Arctic outpost. Feb., 18. 
Scaffolds and staging. Mur., 42. 
Urge safety shoes on construction work. Jan., 72. 
What does it cost? How much does it save? (De Luca). Jan., 30. 





Contests 
fmnounce winners of films for safety awards. May, 66. 
Award honors for fire prevention. Feb., 54. 
A basis for judging safety contests. Mar., 47. 
Calendar contest winners. Jan., 116; Feb., 112; Apr., 123; May, 118; 

June, 182, 

Cash prizes awarded for technical articles. June, 132. 
Mmployces write slorans (Green Cross news). Feb., 58. 
Film contest deadline February 2 Feb., 50. 
Safety leaders of 1952. Apr. 
Undiscouraged (Safety valve). Apr., 36. 
See also Rewnrds. 


Corrosion 
Color's many uses. Mar., 27. 


Cosmetics 
New bulletins on hexachleronhene. Feb., 62. 


Cranes 
Controlling heat exposure. May, 35. 
Here's an idea worth crowing about. Feb., lll. 
Hoists and portable cranes. Mur., 172. 
Ventilation. Mar., 80. 
What good vision can do for management (Clair). Feb., 78. 
Wire rope. Mar., 160. 


Cylinders - Compressed gas 
Compressed gas, Mar., 45. 


Dastur, H. P. 
Diary of an industrial physician. Apr., 26; May, 42; June, 37. 


Data sheets 
Unit first-aid kits (D-202). Jan., 38. 


Dearborn, Ned H. 
Fditorials,. Jan., 17; Feb., 17. 
This I believe ... Apr., 27. 


Decalcominias 
Carnival celebrates award. May, 82. 
Safety signs. Mur., 23). 


De Luca, J. A. 
What does it cost? How much does it save? Jan., 30. 





Dermatitis 
Making it easy to keep clean. Jan., 36. 
Protective creams. Mar., 135. 
Skin ailments of mental origin (Industrial health). Jan., 86. 
Skin infections. Mar., 78. 


Diary of a safety engineer (fiction) (Andrews). Jan., 28; Feb., 
Mar., 4; Apr.e, 303; May, 36; June, 32. 


Diary of an industrial physician (Dastur). Apr., 26; May, 42; 
June, 37. ai ; 


Dickinson, John A. 
Danger from the sky. May, 20. 


Disaster 
Lessons from disasters (Olson). June, 20. 
Preparing for disaster control, Mar., 34. 


Discipline 
Emotional safety valves (Diary of an industrial physician) 
(Dastur). Mey, lle. 


Diseases, see Dust; Health hazards - Industrial; Specific ailment. 


Dish washing 


Food service. Mar., 67. 


Disinfectants 
Care of the injured. Mar., 223. 
Plant housekeeping. Mar., 22. 
Rodent and insect control. Mer., 69. 
Timber storage. Mar., 170. 


Doors 
Defense against fire, Mar., 214. 
Fire-safe construction. Mar., 150. 
lew provisions in building exits code. Apr., 48. 


Drinking water 
Drinking water. Mar., 60. 
How sailors obtain fresh water. May, 84. 


Drivers and driving 
At safety's Morocco base. May, 18. 
Industry's problem children (Gordon). Feb., 32. 
Portrait of a grade crossing victim. May, 117. 
What makes them tired? (Grimaldi). Jan., lll. 





Dust 
“a dust damage to workers' lungs (Industrial health). June, 
146. 
Microscope tells toxicity of dust. May, 67. 
Pneumoconiosis (Industrial health). Feb., 64. 
Practical aspects of dust suppression, part II. (Lawrie). May, 28. 
Report on hazards of soybean products. Apr., 46. 
Silicosis (Industrial health). Feb., 104. 
Thoriated tungsten electrodes (Industrial health). Apr., 96. 
Ventilation. Mar., 57. 


Ears 
Conservation of hearing. Mar., 98. 
Occupational deafness (Industrial health). Apr., 56. 
Temporary deafness (Industrial health). Fet., 64. 
See also Noise. 


Economics of safety 
Accidents in 1952. Mar., 299. 
Good medicine for any plant (Tilson). Feb., 20. 
The home folks help. Jan., 36. 
Home is a dangerous workplace (Berk). Jan., 23. 
Industry's problem children (Gordon). Feb., 3c. 
Management supplies the spark (Geiger). Jan., 18. 
The public service work of the National Safety Council (Rodgers). 

June, 134. 

State reduces injuries. Jan., Y/. 
Topping the industry's record. Apr., 93. 
What does it cost? How much does it save? (De Luca). 
What'll it cost? (Gidel). Mar., 47. 


Electrical equipment industry 
Electric equipment. Mar., 19l. 
Topping the industry's record. Apr., 28. 


Electrical industry 
Check it to check accidents (MacDonald). Feb., 34. 
Liectric cquipment. Mar., 19. 
Hands and arms, Mar., 135. 
High voltage equipment. Mar., 156. 
Overfusing may cause fire (Small businesses and associations). Feb., 
60. 
Trentment of low-voltage injuries (Brown). June, 38. 
aterproof covers. Mar., 32. 





Electronics 
Automatic protection. Moar., 199. 
GE demonstrates new junction transistor. May, 100, 
Guirding the machine. Mar., 184. 


Elevators 
Industrial trucks and tractors. Mar., 158. 
Too big a load, elevator won't move. May, 96. 


Employees 
Group bonuses (Industrial health). Apr., 56. 
A place for the handicapped. Mar., 30. 
Pre-placement examinations (Industrial health). May, 60. 
Who's stupid? (Gidel). Jan., 25. 
See also Industrial safety - Courses. 


Employees - Transportation 
At safety's Morocco base. May, 19. 
Plant design and layout. Mar., 69. 


Engineers - Sefety 
Facts and fancies about safety supervision (Hannaford). Apr., 
I'm sick of the "3 E's." (Zeskey). May, 22. 
Meet ACF's "dean of safety." (Rice), June, 26. 


Entertainment 
Carnival celebrates award. May, 80. 
Lansing industrial dinner (Green Cross news). May, 152. 
Occupationel banquet (Green Cross news). June, 61. 


Exheust systems, see Ventilation and exhaust systens. 


Exhibits 
Home-made display (Green Cross news). May, 153. 
NSC exhibit at Congress on Industrial Health (Small businesses 
ani associations). Apr., 42. 
Safety arcade at state fair. Jan., 9. 


E yes 
Hye conservation. Mar., 83. ‘ 
Rye, head and respiratory protection - definitions, Mar., 86. 
Recommended practices in eye protection. Mar., 143. 
What good vision can do for management (Clair). Feb., 30. 
See also Blind; Goggles; Lightine. 





Folls 
Conditions causing falls. Mar. 22, 
What good vision can do for mnagement (Clair). Feb., 78. 
Why people fall on stairs and ramps. Mar., 55. 


Fatigue 
Home is a dangerous workplace (Berk). Jan., 108. 
Misfitted shoes are frequent fatigue cause. Mar., 132. 
What makes them tired? (Grimaldi). Jan., 2h. 
Work furniture. Mar., 27. 


Films, see Visual education. 


Fire protection 
Accidents in 1992. Mar., 299. 
Atomic energy and fire protection (Kehoe). May, 108. 
Award honors for fire prevention. Feb., 54. 
Centralized station. Mer., 232, 
Cincinnati fire conference (Green Cross news). June, 60. 
Compressed gases. Mar., 44. 
Defense against fire. Mar., 214. 
Fire protection for windowless plants. Mar., 50. 
Fire-safe construction. Mar., 150. 
Fire training school starts classes soon. May, 9. 
Flameproof fabrics. Mar., 219. 
Home away from home (Beik). May, 30. 
Home-made display (Green Cross news). May, 153. 
Large attendance in Philadelphia (Green Cross nows). May, 152. 
NFFA reports on "large loss" fires. Mar., 53. 
New provisions in building exits code. Apr., 46. 
Overfusing may result in fire (Small businesses end associations). 
Feb., 60. 
Safe storage. Mar., 156. 
Safety clothing. Mar., 126. 
See also Atomic bombs; Civil defense. 


Fire protection - Extinguishment 
Automatic protection. Mar., 210. 
Defense against fire. Mar., 21k. 
Fire hazards of industrial trucks. Mar., 55. 
First-aid extinguishers. Mar., 195. 
Quick refills for fire extinguishers. May, 5e. 


First aid 
Care of the injured. Mar., 
Centralized station. Mar., 
First aid charts announced by Red Cross. June, 64. 
Home away from home (Beik). May, 31. 
Suggestions for first aiders., Mar., 243. 
Unit firet-aid kits (Data sheet-D-202). Feb., 72. 
See also Resuscitation. 





Fish, Carman 
The safety valve. Jan., 27; Feb., 42; Apr., 36; May, 39; 
June, 39. 


Fiammable liquids 
Flammable liquids. Mar., 218. 
Home away from home (Beik). May, 122. 
How safe are safety solvents? (Poliekoff). Feb., &6. 


Floors - Non-sparking 
Industrial floors. Mar., 54. 
Plant housekeeping. Mar., 22. 


Food industry 
Maintained with safety (Small businesses and associations). 
May, 40. 
New team reduces accidents. June, 78. 
Safety leaders of 1952. Apr., 37. 
Wrabetz honored at canners safety institute. May, 57. 


Foods 
Food service. Mar., 67. 


Foreman 
Emotional safety valves (Diary of an industrial physician) (Dastur). 


Mey, 42. 

Industry's problem children (Gordon). Feb., 83. 

Short articles appearing monthly: (Gidel) Who's stupid? 
Jane, 25; Tell ‘em or sell ‘om? Feb., 37; What'll it cost? 
Mar., 473; That lonesome road. April., 33; Whatt'd he sey? May, 33; 
Sirictly for the birds. June, 29. 

Safety serics for foremen (Green Cross news). May, 152. 


Forginz 
Hot load carried safely. May, 56. 


Foundries 
Foundrymen mold safety too (Small business and associations). 
Feb., 60. 
Protection against radiant heat (Wallach). June, 30. 
We've learned to handle molten aluminum (Fritzlen). 
June, 2h. 


Fritzlen, T. L. 
We've learned to handle molten oluminum. June, 2h. 


Furniture 
Work furniture. Mar., 27. 





Gases 
Arc welding gases (Industrial health). Mar., 46. 
Compressed gases. Mar., 45. 
Monoxide deaths in California. June, 64. 
We've learned to handle molten aluminum (Fritzlen), June, 140. 


Geiger, Marlin G. 
Management supplies the spark. Jan., 16. 


Gidel, Robert D. 
Introduction to workmen's compensation. Jan., 26. 
Short articles appearing monthly: (Gidél). Who's stupid? 
Jan., 25; Tell ‘em or sell ‘em? Feb., 373 What'll it cost? Mar., 47; 
That lonesome road. Apr., 33; Whatt'd he say? May, 33; Strictly for 
the birds. June, 29. 


Glass industry 
Eye conservation, Mar., 
Safety leaders of 1952. Apr., 85. 


Glidden, G. M., 
Gas masks for peace time. Jan., 20. 


Gloves and sleeves 
Hands and arms. Mar., 135. 
See also clothing. 


Goggles 
Demonstrate value of safety glasses. Mar., &2. 
Eye conservation. Mar., 83. 
Goggles, too. Mar., 3c. 
A head and an eye saved. Mar., 125. 
Recommended practices in eye protection. Mar., 143. 
Wise owl arrives at high school. June, 62. 


Gordon, Gerald 
Industry's problem children. Feb., 32. 


Grade crossings - see Railroads. 
Green Cross campaigns 


Dollars for safety (Green Cross news). Feb., 44. 
G. J. Bleibtrey heads Lansing (Green Cross news). Apr., 1l2l. 


Green Cross news (Burke). Feb., 44; Apr., 50; May, 48; June, 44. 


Grimaldi, John V. 
What makes them tired? Jan., 2h. 





Handling materials 
Conveyors. Mar., 16}, 
Crossover bridges. Maer., l17e. 
The freight house goes modern. Apr., 34. 
Hot load carried safely. May, 56. 
Industrial trucks and tractors. Mar., 158. 
Materials-handling conference May 18-22, Apr., 109. 
Plant design and layout. Mar., 71. 
Storage racks. Mar., 172. 
Topping the industry's record. Apr., 29. 
We've learned to handle molten aluminum (Fritzlen). June, 24. 
See also Trucks. 


Hanneford, Earle S. 
Facts and fancies about safety supervision. Apr., 32. 


He ts 
A head and an eye saved. Mar., 125. 
Head protection. Mar., 86. 
Safety hat earns recommendation. June, 134. 
Sealed safe and sanitary. June, 34. 
See also Clothing. 


Head protection 
Eye, head and respiratory protection - definitions. Mar., 86. 
Gas masks for peace time (Glidden). Jan., 20. 
The home folks help. Jan., 38. 
Protection against radiant heat (Wallach). June, 30. 
Respiratory protection. Mar., 85. 
Training in use of respiratory equipment. Mar., 145. 
See also Clothing. 


Health 
Food service. Mar., 68. 
Home away from home (Beik). May, 125. 
Work furniture. Mer., 27. 


Health - Supervision in industry 

Alcoholics in industry (Editorial). May, 17. 

Care of the injured. Mar., 222. 

Congress on Industrial Health featured session on small companies' 
health problems (Sm11l businesses and associations). 
Apr., he, 

Diary of an industriel physician (Dastur). Apr., 26; May, 42; 
Junc, 37. 

MIT announces session on industrial health. May, 54. 

Medical facilities. Mar., 232. 

The medical service. Mar., 22l. 

People need maintenance, too (Park). May, 32. 

Pre-placement examinations (Industriel health). May, 

Recommended practices in eye protection. Mar., 143. 

See also Goggles. 





Health hazards - Industrial 

Cancer in tar workers (Industrial health). May, 60. 

Hands and arms. Mar., 135. 

Henlth detectives stalk invisible enemies, May, 2h. 

Industrial health. Abstracts of current literature on industrial 
hyziene, medicine, and nursing (Van Atta). Jan., 66; Feb., 64; 
Mar., 46; Apr., 56; May, 60; June, 46. 

Pre-placement examinations (Industrial health). May, 60. 

Skin ailments of mental origin (Industrial health). Jan., 86. 

Skin infections. Mar., 74. 

Washrooms and lockers. Mar., 64. 

See also Dust. 


Hearing, sec Ears; Noise. 


Heat, 
Atomic energy and fire protection (Kehoe). May, 107. 
Controlling heat exposure. Mey, 34. 
Hot weather hygiene. Mar., 60. 
Protection against radiant heat (Wallach). June, 30. 
Reaction to heat (Industrial heatlh). June, 46. 


Hendrickson, Albert W. 
Accident prevention workshops for Hawaiian employers. Apr., 40. 


Hix, Sid 
The lighter side. Jan., 29; Feb., 25; Mar., 176; Apr., 31; May, 37; 
June, 33. 


Hogans, Jess 
Chains that won't let you down. Jan., 32. 


Hoists, see Cranes. 


Home safety 
The accident barometer. Jan., 40; Feb., 40; Mey, 54; June, 52. 
Accidents in 1952. Mar., 299. 
Better wiring stressed in color movie. Jan., 6+. 
Home away from home (Beik). May, 122. 
Home is a dangerous workplace (Berk). Jan., 22. 
Safety shoes at home, too. June, 181. 
Smoking in bed. (Green Cross news). Feb., 58. 


Horseplay 
In the day's news (the safety valve). May, 39. 


Hospitals 
Conductive rubber has many safety uses. June, 140. 
Hospital program expands (Small businesses and associations). Feb., 
60. 
A hospital survey (Green Cross news). Feb., 44. 





Hotels 
Home eway from home (Beik). May, 30. 
Lessons from disasters (Olson). June, 167. 


Housekeeping 
Making it easy to keep clean. Jan., 36. 
Plant design and layout. Mar., 7l. 
Plant housekeeping. Mer., el. 
Rodent and insect control. Mar., 68. 
What is good housekeeping? Mar., 174. 
See also Maintenance. 


Incentives, sce Contests; Safety stunts; Rewards. 


Industrial health. Abstracts of current literature on 
industrial hygiene, medicine, and nursing (Van Atta). Jan., 66; 
Feb., 64; Mar., 46; Apr., 56; May, 60; June, 46. 


Industricl safety - Courses 
Aecident. preyention workshops for Hawoiicn employe . Apr.,40. 
Cartoon pboklet teaches ore ic. Mey, 500? paver (Hendrickson). Apr. ,40 


Fire training school starts classes soon. May, 9%. 

Fort Worth insurance (Green Cross news). Jen., 10l. 

Foundrymen mold safety too (Small businesses and associations), Feb., 
60. 

Home-made display (Green Cross news). May, 153. 

Mainteinel with safety (Sm_ll businesses and associations). May, 40. 

More power to your words (Burch). Feb., 22. 

New high in Milwaukee attendance (Green Cross news). May, 153. 

Portland industriel meeting (Green cross news). Jan., 103. 

Safety on the line (Green Cross news). Feb., 44. 

Safety series for foremen (Green Cross news). Mny, 152. 

Syracuse industrial series (Green Cross news). May, 152. 

Training for Safety. Mar., 233. 

Trnining in use of respiratory equipment. Mar., 145. 

Unit first-2id Kits (Data sheet (D-202). Feb., 72. 

Visual aids in safety training. June, 65. 

Whatt's he say? (Gidel). May, 33. 

You must decide! (Walters). Apr., 38. 

See also Colleges and Universities. 


Industrial snfety - Courses - Foreign 
At ssfety's Morocco base. May, 18. 
Safety's Arctic outpost. Feb., 18. 





Industrial safety - Courses - National Safety Council 
Increased enrollment in training clesses. May, 104. 


Infra-red 
Protection apninst radiant heat (Wallach). June, 30. 
See also Rudiation,. 


Insecticides, sec Disinfectants. 


Inspection 
Chains that won't let you down (Hogans). Jan., 35. 
Check it to check accidents (MacDonald). Feb., 34. 
A safety inventory. Mar., 3. 


Insurance 
What does it cost? How mich does it save? (De Luca). Jan., 31. 


Job analysis 
Recommended practices in eye protection, Mar., 143. 


Kehoe, Edward J. 
Atomic energy and fire protection. May, 46. 


Kiwanis Clubs 
Dramatic presentation (Green Cross news). June, 44. 


Laboratories 
Atomic energy and fire protection (Kehoe), May, 106. 
Health detective's stalk invisible enemies. May, 24, 
Solving atomic age problems in the “hot lab." June, 22. 


Ladders 
New ladder code approved 
Portable ladders. Mar., 3 
Stairs and ramps. Mar., 


Lamps 
Controlling air-borne bacteria. Mar., 62. 
Electric equipment. Mar., 13. 
Lighting the workplace. Mar., 10, 





Laundries 
Launderers plan accident cleanup (Small businesses and associations). 
Feb., 60. 
Leunderers' program rolling (Small businesses and associations). 
May , LO ° 


Lawric, W. B. 
Practical aspects of dust suppression. Feb., 26; May, 28. 


Lifting 
Where women work. Mar., 5. 


The lighter side (Hix). Jan., 29; Feb., 25; Mor., 176; Apr., 31; 
May, 37; June, 33. 


Lighting 
Lighting data available in RLM book. Jan., 58. 
Lighting the workplace. Mar., 10. 
Plant design and layout. Mar., 72. 


Lightning 
Danger from the sky (Dickinson). May, 20. 
New sound film on lightning protection. Mar., 52. 


Limericks 
Calendar contest winners. Jan., 116; Feb., 112; Apr., 123; May, 
118; Apr., 182. 


Lockers 
Washrooms and lockers. Mar., 66. 


Lubrication 
Lubrication. Mar., 159. 
Skin infections. Mar., 78. 


Lumber industry 
Industry and public safety (Green Cross news). Jan., 4b. 
Timber storage. Mar., 170. 


Lunchrooms 
Food service. Mar., 67. 
Paper containers carry safety thoughts. Mar., 152. 


MacDonald, George 
Check it to check accidents. Feb., 34. 





Machines 
Color's many uses. Mar., 24. 
Guarding the mchine. Mar., 1861. 
Lubrication. Mar., 159. 
Flant design and layout. Mar., 71. 
Skin infections. Mar., 78. 
Topping the industry's record. Apr., 29. 


ngnetic separators 
Magnetic scparntors remove tramp metal. Mar., 196. 
Tremp iron plagues peper industry. May, 120. 


Maintenance 
How safe are safety solvents (Poliakoff). Feb., 28. 
Mointenance work. Mar., 52. 
Maintained with safety (Sml1l businesses and associations). May, 40. 
Plunt housekeeping. Mar., el. 


Management 
A cident prevention workshops for Hawaiian employers (Hendrickson). 
Apr., 40. 
Facts and fancies about safety supervision (Hannaford). Apr., 32. 
Menagement supplies the spark (Geiger). Jan., 18. 
Receives award for management leadership. Apr., lll. 
What good vision can do for management (Clair). Feb., 30. 
You must decide! (Walters). Apr., 38. — 


Marine industry 
How seilors obtain fresh water. May, &h. 
Lessons from disasters (Olson). June, 20. 
Los Angeles harbor makes new safety record. May, 119. 
Safety leaders of 1952. Apr., 85. 


Mercantile establishments 
NFPA reports on "lerge loss" fires. Mar., 53. 


Metel products industry 
Chains that won't let you down (Hogans). Jan., 32. 
Good medicine for any plant (Tilson). Feb., 20. 
Occupational deafness (Industrial health). Apr., 56. 
"What's in it for me?" (Avison). Feb., 36. 


Metals 
Microscope tells toxicity of dust. May, 67. 
Thorinted tungsten electrodes (Industrial health). Apr., 9. 


Miller, H. Gene 
Accident repeaters may not be accident prone. Mar., 6. 


Mining 
Accidents in 1952. Mar., 299. 
Heads British MSA subsidiary. May, 74. 
J, T. Ryan, Jr., leads Mine Safety Appliances Co. (Personals). 
June, 42. 





Miss Green Cross - 1953 
Hildersarde named Miss Green Cross of 1953. May, 103. 


Motion pictures, see Visual education. 


Motor vehicles 
The accident barometer. Jan., 40; Fob., 40; May, 54; June, 52. 
Accidents in 1952. .Mar., 299. 
Cars get a free bath. Feb., 76. 
Ground safety with the Pacific Airlift (Burch). Apr., 72. 
Home away from Home (Beik). Mey, 123. 
A message to George (Dearborn) (Editorial). Feb., 17. 
Quick refills for fire extinguishers. May, 5e. 
Safety leaders of 1952. Apr., 37. 


Mozley, Norman 
Squiggler Corp. wins awarad$ June, 28. 


N 


National Fire Protection Association 
Award honors for fire prevention. Fceb., 5h. 


National Safety Council 

Crossbreeding vs. inbreeding (Editorial) (Dearborn). Jan., 17. 

List Congress coming. Mby, 38. 

Hospital program expands (Smell busiiesses and associations). 
Feb., 60. 

National Safety Council auditor's report - 1952. May, 44. 

Procedures group mects (Green Cross news). Muay, 48. 

The public service work of the National Safety Council (Rodgers). 
June, 17. 

Safety leaders in government posts. Jan., 50. 

Section getting action (Sm1l businesses and associations). 
June, 40. 

W.S.S. Rodgers heads NSC trustees. Feb., 35. 


National Safety Council - Committecs 
Nuclear cnergy brings new problem to industry (Stratton). June, 
35. 
Small businesses and associations (Brltzer). Jan., 52; Feb., 60; 
Apr., 423; May, 40; June, 40. 


National Safety Council - Courses, sce Industrial Safety - Courses - 


NSC 
Weve 


Yational Safety Council - Publications 
"Current list of sufcty films, June, 1953.” June, 81. 
Catch them carly (Small businesses and essociations). May, 40. 
An exposition in print (Editorial). Mar., 2. 
Safetysraph prices down. Jan., 88. 
Service guide, 2.1, Feb. 15, 1953. Mar., 27. 


Training for safety. Mear., 233. 





National Safety Council - Rewards see Rewards - National Safety Council. 


National Safety Council - Staff 
NSC editorial changes (Personals). June, 42. 
William Jewell College honors Paul Jones. Jan., 42. 


Noise 
Committee to study noise problems. May, 78. 
Conservation of hearing. Mar., 98. 
Controlling noise and vibration. Mar., 62. 
Measuring noise (Industrial health). Jan., 66. 
Noise ebatement week set for April 12-18. Apr., 109. 
Occupational deafness (Industriel health). Apr., 56. 
Plant noise reduction (Green Cross newa). Jan., 103. 
Temporary deafness (Industrial health). Feb., 64. 


Obituaries 
Obituary. Jnan., 70; May, 90; June, 136. 
Anderson, Willard A., Jan., 70; Burchiel, Sam W., June, 44; Butterfield, 
G. B., May, 93 Cole, W. Graham, May, 90; Frowe, Chester E., Junc, 136; 
King, Walter G., Feb., 62; Murray, Robert M., May, 92; Puetz, Henry W., 
Jan., 72; Robinson, Ralph W., Jr. May, 152; Zimmerer, Carl P., June, 136. 


O'Connor, A. D. 
Preparing for disaster control. Mare, 34. 


Odors 
Conference on basic odor research. Mar., 150. 


Off-the-job safety 
Accidents in 1952. Mar., 299. 
The home folks help. Jan., 68. 
Hone is = dangerous workplace (Berk). Jan., 22. 
Off-the-job quiries run 10 to 1 (Green Cross news). Jan., 102. 
The public service work of the National Safety Council (Rodgers). 
133. 


Office safety 
Michigan state conference (Green Cross news). June, 44. 
Office layout. Mar., 28. 


Oils 
Plant housekeeping. Mar., 22. 
Skin infections. More, 78. 


Olson, Louis B 
Lessons from disasters. June, 20. 


"Operation Blue Jay" 
Safety's Arctic outpost. Feb., 18. 


June, 





23. 


Organization 
The home folks help. Jan., 38. 
A safety inventory. May., 3. 


Organization - Small plant 

Foundrymen mold safety too (Small businesses and associations). 
Feb., 60. 

Good medicine for any plant (Tilson). Feb., 20. 

Hospital program expands (Small businesses and associations). Feb., 
60. 

Launderers plan accident cleanup.(Small businesses and associations). 
Feb., 60. 

Management supplies the spark (Geiger). Jan., 74. 

Medical facilities. Mar., 232. 

The medical service. Mar., <2l. 

Smell businesses and associat. as (Baltzer). Jan., 523; Feb., 60; 
Apr., 42; May, 40; June, 40. 

You must decide! (Walters). Apr., 38. 


Paint 
Color's many uses. Mar., 26. 


Peper industry 
The home folks help. Jan., 38. 
How we did it (Small businesses and associations). Jan., 52. 
Safety leaders of 1952. Apr., 86. 
Tramp iron plagues paper industry. May, 120. 


Park, W. E. 
People need maintenance, too, May, 32. 


Personal protective equipment, see Clothing; Gloves and sleeves; 
Goggles; Hats; Head protection; Shoes and leggings. 


iecrsonals 
Personals. dJan., 70; Feb., 46; Apr., 44; May, 88; June, 42. 
Alexander, T. R. - Heads council for Caunedian R.R. Jan., 104. 
Bond, Horatio - Heads MIT alumni. Apr., 52. 
Bowman, J. S. - Appointed supervisor. Apr., 82. 
Burkett, F. E. - Assistant chief engincer. May, 86. 
Cook, W. A. - Wins industrial hygiene award. Jan., 59. 
Cooper, E. - Association president. May, 88. 
Crawford, R. - Heads British MSA subsidiary. May, 74. 
Croswell, V. R. - Retired December 31. Feb., 46. 
Deike, G. H. - Heads board of Mine Safety Appliances Co. June, 42. 
Demonge, C. A. - Numed personnel director. Jan., 70. 
Duffus, H. B. - Vice-chairman of ASA standards bonrd. Apr., hh, 





Personels (continued) 
Duffy, T. J. - Appointed divisic,. manager. Apr., 44. 
Dunnebacke, A, F. - Safety engineer retires. Mey, 88. 
Fisher, A. R. - New trustee for foundation. Feb., 48. 
Gleason - W. A. - Retired December 31. Feb., 46. 
Gronniss, E. R. - Chairman ASA standards board. Apr., 44. 
Hahn, H. J. - Appointed safety supervisor. fFeb., 46. 
Hetficld, H. E. - New general supervisor. Apr., 44. 
Hensel, H. G. - Safety director retires. May, 88. 
Hildegarde - Named Miss Green Cross of 1953. May, 103. 
Hodge, Al (Capt. Video) - NSC special deputy. May, 53. 
Hood, C. F, - Steel president accepts award. Mny, 62. 
Hutchinson, T. B. - Announces formtion now firm. Feb., 43. 
Jones,.T. R. - Honored at New Jersey meeting. June, 61. 
Kessler, H. H. - Honored for services to disabled. Apr., 110. 
Klees, FE, M. - Named chicf safety engineer. Jan., 70. 
Ryan, J. T., Jr. - Heads Mine Safety Applicences Co, June, 42. 
Sang, Earl - Meet ACF's “dean of safety" (Rice). June, 26. 
Smyth, R. C. - Made vice president of Arm: Corp. May, 90. 
Snodgrass, R. R. - Featured speaker at New Jerscy meeting. June, 61. 
Stott, J. E. - Appointed assistant to munager. Apr., 44. 
Thiel, W. E. - Elected president of safcty group. Feb., 48. 
Tyler, G. F. - Appointed safety director. Feb., 46. 
Wilson, C. T. - President of Corporate Services. Feb., 46. 
Wolff, C. S. - Joins ASSE staff. Jen., 70. 
Wrabetz, V. C. - Honored at canners institute. Muy, 57. 


See also Community Safety Councils; Nationel Safety Councils - Staff. 


Petroleum industry 
Safety leaders of 1952. Apr., 87. 


Philosophy 
Divergent philosophies (Safety valve). Apr., 36. 
This I believe (Dearborn). Apr., 27. 


Photography 
More power to your words (Burch). Feb., 22. 
Producing 2 sound slidefilm. June, 72. 


Physicinns 
Catch them early (Small businesses and associations). May, 40. 
Diary of an industrial physician (Destur). Apr., 26; May, 42; June, 37. 


Pipes 
Color's many uses. Mar., 24, 


Plant traffic 
Plant design and Inyout. Mar., 70. 
See also Trucks. 


Plastics 
How plastics cid safety. Mar., 153. 
Waterproof covers. Mar., 32. 





oens 
Dominus regit me (The safety valve). May, 39. 


Polinkeff, Melvin Z. 
How safe are safcty solvents? Feb., 26. 


Posters 
it safety's Morocco bise. May, 19. 
Safety posters. Jan., 98; Feb., 98; Mar., 300; Apr., 100; 
Muy, 130; June, 178. 
Training for safety. Mar., 233. 
See also Bulletin boards. 


Power presses 
Guarding the machine. Mar., 181. 


Power transmission 
Guarding the mechine. Mer., 184. 


Precipitators, electrostatic 
Ventilation. Mer., 58. 


Printing industry 
Safety lesders of 1952. Apr., 88. 


Psychology 
Accident repeaters may not be accident prone (Miller). Mr., 6. 
Color's many usus. Mar., 2h. 
Disry of 2n industrial physician (Dastur). Apr., 26; May, 42; 
June, 37. 
Facts and fancies sbout sufety supervision (Hannaford). Apr., 32. 
Good medicine for any plant (Tilson). Fub., &. 
Group bonuses (Industrial henlth). Apr., 56. 
Home is a dangerous workplace (Berk). den., 10€. 
Industry's problem children (Gordon). Fcb., 32. 
People need maintenance, too (Park). Msy, 33. 
Praise is comely (the safety valve). June, 39. 
Skin ailments of mental origin (Industrial health). Jan., 86. 
Visual aids in safety training. June, 68. 


Public sefety 
The accident barometer. Jan., 40; Feb., 40; May, 54; June, 52. 
Accidents in 1952. Mor., 299. 
Award honors for fire prevention. Fcb., 54. 
Dramatic presentation (Green Cross news). June, 44. 
Noise abatement week sct for April 12-18. Apr., 109. 
The public service work of the Netional Sufety Council (Rodgers). 
June, 17. 
State reduces injuries. Jin., 97. 


Public speaking 
Public speaking series (Green Cross news). June, 44. 
The richt words (the readers' point of view). June, 50. 
Watch your language (Editorials). Apr., 19. 





Public utilities 
Carnival celebrates award. May, 80. 
Safety leaders of 1952. Apr., 88. 
See also Electrical industry. 


Radar 
Lessons from disasters (Oison). June, 166. 


Radiation 
After the A-bonb (Industrial health). Jan., 66. 
Atomic energy and fire protection (Kehoe). May, 46. 
Controlling heat exposure. May, 116. 
Eye conservation. Mar., 84. 
Nuclear energy brings now problems to industry (Stratton). June, 35. 
Protection ogainst radiant heat (Wallach). June, 30. 
Radioactive waste (Industrial health). Mar., 46. 
Solving atomic age problems in the “hot lab.” June, 22. 
Thoriated tungsten electrodes (Industrial health). Apr., 96. 


Radio communications 
GE demenstrates new Junction transistor. May, 100. 


Radioisotopes, see Radiation. 


Railings 
Scaffolds and staging. Mar., 4l. 


Railroads : 
Accidents in 1952. Mar., 2°99. 
Awards to railroads for empluyee safety. June, 136. 
The freight house goes modern. Apr., 34. 
Portrait of a grade crossing victim. Mey, 117. 
Railroad produces cartoon movie. May, 96. 
Safety on the line (Green Cross news). Feb., 44. 
Scaffolds and staging. Mar., 41. 
When railroad was rugged. Jan., 19. 


Reader's point of view. June, 50. 


Rehabilitation 
Conservation of hearing. Mar., 98. 
A place for the handicapped. Mar., 30. 
Wins presidential award for service to disabled. Apr., 110. 


Respirators, see Head protection. 
Responsibility 


Industry's problem children (Gordon). Feb., 32. 
A message to George (Dearborn) (Editorial). Feb., 17. 





Resuscitation 
fwards made by the NSC for successful application of artificicl 
respiration. Jan., 48; Apr., 98; May, 94; June, 62. 
Improved methods of pole-top resuscitation (Appel). Apr., 22. 
Resuscitation metheds and equipment. Mer., 226. 
Treatment of low-voltage injuries (Brown). June, 38. 


Rewards 
Carnival celebrates award. May, 80. 
Cash prices awarded for technical articles. June, 132. 
Receives award for manegement leadership. Apr., lll. 
Safe iy match book wins award. Jan., 37. 
Training for safety. Mar., 240. 
Wins award in industrial hygiene. Jan., 59. 
Wins presidential award for service to disabled. Apr., 110. 


Rewards - National Safety Council 

Award for the promotion of safety in small business by associations 
(Small businesses and associations), May, 40. 

Awards made by the NSC for successful application of artificial 
respiration. Jan., 48; Apr., 98; Mey, 94; June, 62. 

Awards to be given for home safety programs (Green Cross news). 
June, 61. 

Awards to railroads for employee safety. June, 136. 

Captain Video named special deputy of NSC. May, 53. 

For distinguished service - National Safety Council awards for 


outstanding records. Jan., 60; Feb., 50; Apr., 66; May, 62; 
June, 58. 
Sioux Falls annual meeting (Green Cross news). Feb., 57. 
Squiggler Corp. wins award (fiction) (Mozley). June, 28. 
Topping the industry's record. Apr., 28. 
Undiscoureged (Safety valve). Apr., 36. 


Rice, io We 
Mect the ACF*s "dean of safety". June, 26. 


Rodents 
Rodent and insect control. Mar., 68. 


Rodgers, W. 5. S. 
The public service work of the National Safety Council. June, 17. 


Roofs 
Protection agninst winds. Mar., 153. 


Rope 
Fiber rope. Mer., 166. 
Safety belts and harness. Mar., 104. 
Wire rope. Mar., 160. 


Rubber industry 
Conductive rubber hts many safety uses. June, 140. 
Safety leaders of 1952. Apr., 88. 





Runways 
The freight house goes modern. 
Industrial floors. Mar., ll. 
Steirs and ramps. Mar., 15. 


Sefety directors, see Engineers - safety. 


The safety library. Books, pamphlets, and periodicals of interest 
to safety men. Jan., 56; Feb., 52; Mar., 244; Apr., 62; May, 58; 
June, 56. 

Sefety movement 
Accident prevention workshops for Hawaiian employers (Hendrickson). Apr., 40. 
At safety's Morocco base. May, 18. 

Atomic Energy program reduces injury rate. June, 55. 
Crossbreeding vs. inbreeding (Editorial) (Dezrborn). Jan., 17. 
Heads K.C. congress (Green Cross news). Jan., 102. 

Health and safety (Green Cross news). Jan., 101. 

Louisiana conference (Green Cross news). Jan., 103. 
Michigan state conference (Green Cross news). June, 44. 
Portland industrial meeting (Green Cross news). Jan., 103. 
Room for safety (Green Cross news). Apr., 50. 

Safety leaders in government posts. Jan., 50. 

State reduces injuries. Jan., 9/7. 

These should be reported to the F.B.I. Mar., 156. 


Safety movement - Foreign 
At safety's Morocco base. May, 18. 
Award honors for fire prevention. Feb., 54. 
Cancer in tar workers (Industrial health). May, 60.-: 
Diary of an industrial physician (Dastur). Apr., 26; May, 42; 
June, 37. 
Group bonuses (Industrial health). Apr., 56. 
Netherlands men at NSC, June, el. 
Occupational deafness (Industrial health). Apr., 36. 
Philippine council anniversary (Green Cross news). Apr., 12l. 
Practical aspects of dust suppression, part II (Lawrie). May, 144. 
Suggestions for first aiders. Mar., 243. 
Visitor from Israel. Apr., 52. 


Safety sayings 
Contest reaches the employee's home. Apr., 52. 
Employees write slogans (Green Cross news). Feb., 58. 
The life you save (Sufety Valve). Apr., 36, 
Paper containers carry safety thoughts. Mar., 152. 
Quotable quotes ... from Dr. J. L. Rosenstein, May, 86. 
Safety arcade at state fsir. Jan., 97. 





Safety stunts 

Accident prevention workshops for Hawaiian employers (Hendrickson). 
Apr., 41. 

Carnival celebrates awerd. May, 80. 
Contest reaches the employee's home. Apr., 52. 
Demonstrate value of safety glasses. May, 8&2. 
Dramatic presentation (Green Cross news). June, 44. 
The home folks help. Jan., 686. 
New teams reduces accidents. June, 78. 
Paper contciners carry safety thoughts. Mar., 152. 
Sefety match book wins award. Jan., 37. 
Smoking in bed (Green Cross news). Feb., 58. 
"What's in it for me?" (Avison). Feb., 36. 


The safety valve (Fish). Jan., 27; Feb., 42; Apr., 36; May, 39; 
June, 39. 


Salamanders 
Precautions with salamenders. Mar., 15h. 


Sanitation 
Food service. Mar., 67. 
Making it easy to keep clean. Jan., 36. 


Scaffolds 
Scaffolds and staging. Mar., 41. 


Seasonal hazards 
Danger from the sky (Dickinson). May, 20. 
Safety's Arctic out-post. Feb., 18. 


Selling safety 
Facts and fancies about safety supervision (Hannaford). Apr., 32. 
Management supplies the spark (Geiger). Jan., 18. 
Tell ‘em or sell ‘em? (Gidel). Feb., 37. 
What good vision can do for management (Clair). Feb., 80. 


Service industries 
Home is a dangerous workplace (Berk). Jan., 23. 


Shipyards, sec Marine industry. 


Shoes and leggings 
Conductive rubber has many safety uses. Junc, 140. 
Foot protection. Mar., 88. 
Leg protection. Mar., 9. 
Misfitted shoes are frequent fatigue cause. Mar., 132. 
Safety shoes at home, too. June, 181. 
Urge safety shoes on construction work. Jan., 72. 
See also Clothing. 





Signs 
Safety signs. Mar., 234. 
See also Decalcomanias. 
Slides, see Visual education. 


Small plants, see Organization - Smll plants. 


Smoking 
Controlled smoking. Mar., 50. 
Home awey from home (Beik). May, 30. 
Plant housckeeping. Mar., 2l. 
Smoking in bed (Green Cross news). Feb., 58. 


Soaps 
New bulletins on hexachlorophene. Feb., €2. 
Plant housekeeping. Mer., 22, 
Washrooms and lockers. Mur., 64, 


Soybeans 
Report on hazards of soybean products. Apr., 


Spontaneous ignition 
Report on hazards of soybean products. Apr., 
Spontaneous ignition. Mar., 174. 


Sports 
Danger from the sky (Dickinson), May, 21. 


Stairways 
Stairs and ramps. Mar., 15. 


Static electricity 
Conductive rubber has many safety uses. June, 140. 
Hand and grower tools. Mar., 195. 
Static electricity. Mar., 7l. 


Steel industry 
Steel president accepts award (For distinguished service), May, 62. 


Stratton, Reuel C, 
Nuclear energy brings new problems to industry. June, 35. 


Tanks and drums 
Respiratory protection, Mar., &5. 
Thermostats keep watch on hot asphalt tank. Jng., 4&. 


Tar industry 
Cancer in tar workers (Industrial health). May, 60. 





Textile industry 
How we did it (Small businesses and associations). Jan., 52. 
Safety leaders of 1952. Apr., 89. 


Theaters 
essons from disasters (Olson). June, 167. 


Tilson, D. H. 
Good medicine for any plant. Feb., 20. 


Tools 
Check it to check accidents (MacDonald). Feb., 34. 
Hand and power tools. Mar., 183. 


Tractors, see Trucks. 


Training, see Colleges and unversities; Industrial safety - Courses; 
Photograph; Visual education. 


Transit industry 
Safety leaders of 1952. Apr., 89. 


Transportation - Employees, see Employees - Transportation. 


Trucks 
Cartoon booklet teaches operators. May, 50. 
Defense against fire. Mar., 197. 
Fire hazards of industrial trucks. Mar., 55. 
The freight house goes modern. Apr., 34. 
Industrial trucks and tractors. Mar., 158. 
Power truck operation. Mar., 55. 
Safe driving dramatized. Apr., 48. 


United States military services 
Ground safety with the Pacific Airlift (Burch). 
Apr., 20; May, 26 
Lessons from disasters (Olson). June, 20. 
N. Y. U. completes 89th Army sefety course. Jan., 50. 


Vacation 
Home awey from home (Beik). May, 30. 


Van Atta, Floyd A. 
Industrinl health. Abstracts of current literature on industrial 
hygiene, medicine and nursing. Jan., 66; Fcb., 64; Mer., 46; 
Apr., 56; May, 60; June, 46. 
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Ventilation and exhaust systems 
Conference on basic odor research. Mar., 150. 
Controlling heat exposure. May, 35. 
Fire protection for windowless plants. Mar., 50. 
Practical aspects of dust suppression (Lewrie). part I, Feb., 26; 
part II, May, 28. 
Ventilation. Mar., 57. 
See also Dust. 


Vibration 
Controlling noise and vibration. Mar., 62. 


Visual education 
Announce winners of films for safety awards. May, 66. 
Better wiring stressed in color movie. Jan., 64. 
"Current list of safety films, June, 1953." June, 81. 
Demonstrate value of safety glasses, Mar., 82. 
Film contest deadline February 23. Feb., 50. 
For effective slidefilm projection. Jan., 76. 
New sound film on lightning protection. Mar., Se. 
Producing & sound slidefilm. June, 7e. 
Railroad produces cartoon movie. May, 96. 
Safe driving dramatized. Apr., 48. 
Suggestions for use of audio-visuml aids. Mar., 240. 
Training for safety. Mar., 233. 
Visual aids in safety training. June, 66. 
See also Photography. 


Vocational education 
Investment in talent (Editorial). Apr., 19. 
Wise owl arrives at high school. June, 62. 


Wallach, A.M. 
Protection against radiant heat. June, 30. 


Walters, Len 
You must decide! Apr., 38. 


We rehouses 
Safe storage. Mar., 156. 


Washrooms 
Making it easy to keep clean. Jan., 36. 
Washrooms and lockers. Muar., 59. 


Waste disposal 
Radiouctive waste (Industrial health). Mar., 46. 





Watchnen 
Automatic protection. Mar., 207. 
What good vision can do for management (Clair). Feb., 78. 


Wix 
Plant housekeeping. Mar., 22. 


Weather indicator 
How's the weather? Mar., 100. 


Webb, L. D. 
50 years of powered flight. June, 18. 


Wecks, see Public safety. 


Welding 
Arc welding goses (Industrial heelth). Mar., 46. 
Chains that won't let you down (Hogans). Jun., 34. 
Compressed gases. Mar., 45. 
Eye conservation. Mer,., 117. 
Ges masks for peace time (Glidden). ‘Jan., 20. 
Goggles, too. Mar., 3c. 
Safety clothing. Mar., 126. 
Thoriated tungsten electrodes (Industrial health). Apr., 94. 
Ventilation. Mar., 58. 


Wind protection 
Protection agninst wind. Mar., 153. 


Wise owl club 
Wise owl arrives at high school. June, 62. 


Women in industry 
Beyond wiges (Diary of an industrial physician) (Dastur). Apr., 
116. 
Head protection. Mar., 86. 
Washrooms and lockers. Mar., 82. 
Where women work. Mar., 5. 


Wood preservatives 
Portable lad lers e Mar ey ho e 


Wood products industry 
Safety leaders of 1952. ApY.,y 89. 


Workmen's compensation 
Accident prevention workshops for Hawaiian employers (Hendrickson). 
Apr., 40. 
Introduction to workmen's compensation (Gidel). Jan., 26. 


X-Y-2 


X-ray 
Atomic energy and fire protection (Kehoe). May, 104. 


Zeskey, Charles R., Jr. 
I'm sick of the "3 E's." May, 22. 
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Accident costs, see Economics of safety. 
Accident proneness, see Fsychology 


Accident records 
Du Pont rayon plant tops industrial safety records. Aug., 72. 
Employees get mementos of world safety record. Nov., 158 
The taxpayer gained. Nov., 46. 


Accident statistics 
The accident barometer. July, 44; Aug., 44; Sept., 44; Oct., 138 
Nov., 40; Dec., 40. 
Aids in disaster relief (Green Cross news). Oct., 146. 
Death rate down one per cent (Battey). July, 18. 
Five-star contest. Nov., 54. 
How good is our performance? (Edwards). Aug., 36. 
Injury frequency rates (Miller). Oct., 130. 
A message to young engineers (Cost). Aug., 85 
Methods engineering added to safety course. Oct., 165. 
No utopia (Editorial). Aug., i7. 
Odds on the bunk (Gidel). Oct., 127. 
State campaign gains (S.naall business end associations). -Sept., 40. 
Target ... small plant accident losses (Reinhard). Sept., 30. 
The "three E's"(The readers' point of view). July, 56. 
See also specific subject. 


Accident statistics - Methods 
Cases for comment (Gidel). July, 32; Aug., 34., Sept., 66; Oct., 140; 
Nov., 56; Dec., 45. 
Five-star contest. Nov., 54. 
How good is our performance? (Edwards). Aug., 36. 
Injury frequency retes (Miller). Oct., 130. 
Recognition for good records (Mozley). Oct., 175. 


Acids 
It stands the acid test. Aug., 60. 
Proving ground for safety. Nov., 2/7. 


Advertising 
Tell them a story (Long). July, 22. 


Aeronautic industry 
An injury that wasn't a handicap. Bec., 32. 
Safety -- jet propelled (Johnson). Aug., 16. 
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Aeronautics 
Accidents decrease as air travel grows. Sept., lll 
Death rate down one per cent (Battey). July, 87. 
Five-star contest. Nov., 54. 
Measure runway visibility. Sept., 76. 
The mind behind the accident (Kirkwood). Dec., 88. 
Troubled with sparrows? (The readers' point of view). 


Air pollution 
See Atmospheric pollution. 


Alcoholism 
Alcohol and the worker (Green Cross news). Dec., 58. 
City launches study of alcoholism. Nov., 80. 


Allen, Thomas H. 
Signed up for safety. Oct., 116. 


Allison, W. M. 
Carrier drivers show their skill. Oct., 158. 


American Society of Safety Engineers 
W. F. Brown heads ASSE (Personals). Nov., 70. 


Amusement Parks 
The "thrill" is gone, so Bill moves on. Sept., 107. 


Andrews, Bill 
Diary of a safety engineer (fiction). July, 36; Aug., 
Oct., 126; Nov., 20; Dec., 36. 


Aniline 
Proving ground for safety. Nov., 27. 


Animals 
Cat nips -- another menace to meter readers. Nov., 90. 


Applegit, Elmer M. 
Dress up your safety message. Dec., 34. 


Arsenic trioxide ; 
Industrial health. Nov., 60. 


Asked and answered 


Nov., 82. 


28; Sept., 32; 


Assistance with problems of accident prevention and industrial health. 


Oct., 182. 
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Associations 

AGA improves (Small businesses and associations). Nov., 173. 

Association fatality reports (Small businesses and associations). 
Nov., 172. 

Associations win swards, too (Baltzer). Nov., 28. 

Built-in safety (Green Cross news). Aug., 91. 

Delavare celebrates (Green Cross news). July, 53. 

Do associations want safety? (Smell businesses and associations). 

July, 40. 

FPBA urges local activities (Small businesses and associations). Aug., 
ho. 

Small businesses and associations. July, 40; Aug., 40; Sept., 40; 
Oct., 134; Nov., 44; Dec., 54. 

PCA elects officers (Personals). July, 89 

Signed up for safety (Allen). Oct., 116. 

Supervisors' safety award (Smell businesses and associations). Aug., 40. 


Atmospheric pollution 
Britain's smoke problem (Industrial health). July, 103. 
Catalyst stops plant's halitosis. Dec., 44. 
Cleaner air simplifies air conditioning. Sept., 102. 
Fly ash disposal (Industrial health). Aug., 56. 


B 


Back injuries 
Back trouble (Cases for comment). Dec., 45. 


Baltzer, A. M. 
Associations win award, too. Nov., 28. 
Small businesses and associations. July, 40; Aug., 40; Sept., 40; 
Oct., 134; Nov., 44; Dec., 54. 


Battey, A. D. 
Death rate down one per cent. July, 18. 


Birds 
Their night to ‘owl. Sept., 107. 
Troubled with sparrows? (The readers' point of view). Nov., 82. 


Blasting caps 
Posters warn against blasting caps. Aug., 66. 


Boon, Walter 
Safety on display. Oct., 118. 


Boxes = Paper 
FPBA urges local activities (Small businesses and associations). Aug., 
“Lo. 
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Braidech, Mathew M. 
Safety through accepted rules. Sept., 18. 


Buildings 
Prolific pests (Walmsley). Sept., 34. 
Religious institutions have high fire losses. July, 7/2. 
Room for work -- and safety. Sept., 38. 
Troubled with sparrows? (The readers' point of view). Nov., 82. 


Built-in safety 
Built-in safety (Green Cross news). Aug., 91. 


Burke, Tom A. 
Green Cross news. July, 48; Aug., 48; Sept., 56; Oct., 146; Nov., 48; 
Dec., 58. 


Burns 
Doctor didn't understand job (Cases for comment). Aug., 34. 
Methods that take the hazards out of handling sodium (Sittig). July, 114. 
Proving ground for safety. Nov., 27. 
Wife's treatment not satisfactory (Cases for comment). Aug., 34. 


Calendars 
Calendar contest winners. July, 122; Aug., 105; Sept., 138; Oct., 227; 
Nov., 174; Dec., 117. 


Can industry 
Canned safety (Small businesses and associations). Oct., 134. 


Camps 
Better housing for cannery workers. Nov., 76. 


Carbon tetrachloride 
Carbon-tetrachloride (Asked and answered). Oct., 183. 
Chlorinated solvent degreasers (Hanna). Oct., 128. 


Carpenter, James W. 
Accident prevention among the brass. Oct., 112. 


Carelessness 
Dig those crazy saboteurs (Gidel). July, 21. 
Poor, crazy, mixed-up people (Gidel). Nov., 23. 
Where's the logic? (Gidel). Aug., 21. 


Cartoons 
Certoons on miscellaneous subjects. July, 42, 76, 111; Oct., 123, 134; 
Nov., 88, 94; Dec., 65. 
The lighter side (Hix). July, 37; Aug., 29; Sept., 33; Oct., 113; Nov., 
21; Dec., 37. 





-5- 


Ceses for cowment (Gidel). July, 32; Aug., 34; Sept., 66; Oct., 140; 
Nov., 56; Dec., ks. 
Cement industry 
PCA elects officers (Personals). July, 89. 


Center for Safety Education, see Colleges and universities. 


Centrifuges 
Saferuard for centrifuging operations. Aug., 102. 


Chains 
No mystery about chain failures. Nov., 30. 
Watch those chains! July, 66. 


Chemiceal industry 
Atomic tracers aid cleanser research. Nov., 94. 
Industry-wide reductions (Small businesses and associations). 
Serpt., oO. 


hemicals 

Amyl acetate (Data sheet D-208). Aug., 30. 

Arsenic trioxide (Industrial health). Nov., 60. 

Chlorine (Data sheet D-207). Sept., 36. 

Methods that take the hazards out of handling sodium (Sittig). July, 
eo. 

The oxides of nitrogen (Data sheet D-206). July, 38. 


Proving ground for safety. Nov., 27. 
Xylene and toluene (Data sheet D-204). Aug., 38. 
See also Flammable liquids; Insecticides; Solvents; Specific subject. 


Child sarety 
Campaign against abandoned ice boxes. Aug., 46. 
How do they live so long? (Gidel). Dec., 29. 
‘Mr. Peepers" featured in child safety program. Sept., 29. 
Posters warn against blasting cap. Aug., 
Tell them a story (Long). Juty, 108. 


Cleansers and creams 
No substitute for cleanliness. Aug., 26. 


Clothing 
Heat-resisting suit cuts shut down time. Sept., 105. 
It stands the acid test. Aug., 60. 
Proving ground for safety. Nov., 26. 
Safety equipment for the asking. Sept., 92. 
Safety on display (Boon). Oct., 118. 
To get best results from sweatbands. July, 42. 
Workers help design heavy-duty glove. Nov., 169 
See also Shoes 


Clubs - Civic 
Operation Philippines. Sept., 35. 
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Coates, Thomas A. 
Measuring plant needs for medical service. July, 20. 


Colleges and universities 
J. S. Felton health service director for University of Oklahoma 
Hospitals (Personals). Oct., 181. 
Warren A. Cook joins U. of Michigan faculty (Personals). Aug., 62. 


Colleges and universities - N.Y.U. - Center for Safety Education. 
Announce scholarships in accident prevention. Aug., 0%. 
Announce winnei's of safety scholarships. Nov., 159. 

N. Y. university announces fall courses. Aug., 73. 
Offer safety course for hotel personnel. Sept., 62. 


Color 
It stands the acid test. Aug., 60. 
Out of the gray (Mason). Nov., 36. 


Coming events in the field of safety. July, 42; Aug., 54; Sept., 51; Oct., 
150; Nov., 66; Dec., 52. 


Community Safety Councils 
Certificate presented to three New York employees (Green Cross news). 
July, 48. 
Chapter meets every week (Green Cross news). Aug., 48. 
County councils advocated (Green Cross news). Dec., 115. 
Green Cross news (Burke). July, 48; Aug., 48; Sept., 56; Oct., 146; 


Nov., 48; Dec., 58. 
Management safety course (Green Cross news). Nov., 170. 
Managers' meeting (Green Cross news). Sept., 56; Oct., 146; Nov., 
48; Dec., 58. ; 
Marine group joins council (Green Cross news). Oct., 223. 
Reaching 400,000 workers (Green Cross news). Aug., 48. 
"Safety 'round the clock" {areas Cross news). Aug., 48. 
Tennessee asks for help! (‘Green Cross news). Sept., 56. 
"These jobs must be done" (Green Cross news). Oct., 224. 
Community Safety Councils - Cities, Counties, States 
Charleston safety council - (Green Cross news). July, 50. 
Cincinnati - Built-in safety (Green Cross news). Aug., 91. 
Concord - Has new director (Green Cross news). July, 53. 
Dayton - Holds fire school (Green Cross news). Aug., 90 
Dayton's new chairman (Green Cross news). Aug., 91. 
Rickenbacker at Dayton (Green Cross news). Nov., 48. 
Delaware - Delaware celebrates (Green Cross news). July, 53. 
Denver - Brandon Marshall resigns(Green Cross news). July, 53. 
Eastbay - "Champions" of safety (Green Cross news). Sept., 138. 
Eastbay campaign successful (Green Cross news). July, 48. 
Eastbay's annual meeting ( Green Cross news). Aug., 91. 
Publishes film catalog (Green Cross news). Sept., 56. 
Grand Rapids - Alcohol and the worker (Green Cross news). Dec., 58. 
Idaho - Idaho has new manager (Green Cross news). Sept., 56. 
Lehigh Valley (Pa.). - New director at Lehigh Valley (Green Cross news). 
Dec., 116. 
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Community Sefety Councils - Cities, Counties, States (continued) 
Los Angeles - Accidents among the aged (Green Cross news). Sept., 
50. 
L. A. supervisor series (Green Cross news). Nov., 
170. 
Reaching 400,000 workers (Green Cross news). Aug., 
48. 
Louisville - Stickers for mirrors (Green Cross news). July, 48. 
Milwaukee - "Mr. Peepers" peeps at safety (Green Cross news). 
Oct., 222. 
Minnesota - Governor presents awards (Green Cross news). Oct., 22h. 
New Haven - Changes in New Haven (Green Cross news). Aug., 48. 
New Orleans - Special industrial edition (Green Cross news). Aug., 
48. 
New York - Certificates presented to three employees (Green Cross news). 
July, 48. 
New York convention. Oct., 174. 
New York Green Cross to repeat colorful parade. Oct., 156. 
Thousands view Green Cross parade in New York (Green Cross 
news). Dec., 58. 
Omaha (Ia.) - Hatcher is Omaha manager (Green Cross news). Dec., 115. 
Owensboro (Ky.) - Owensboro plans council (Green Cross news). July, 50. 
Pasadena - New manager for Pasadena (Green Cross news). Oct., 146. 
"Safety ‘round the clock" (Green Cross news). Aug., 48. 
Sacramento - Tragqdy strikes home (Green Cross news). Oct., 223. 
St. Louis - "What's the difference?" (Green Cross news). Aug., 9l. 
San Francisco - 3,500 jaywalkers (Green Cross news). Aug., 92. 
San Joaquin - Chapter meets every week (Green Cross news). Aug., 48. 
San Luis Obispo (Calif.) - San Luis Obispo plans (Green Cross news). 
Sept., 56. 
Santa Clara - Al Wood is San Jose manager (Green Cross news). Oct., 146. 
Cake for the kiddies (Green Cross news). Nov., 48. 
Seattle-King - Seattle gives impact to safety (Green Cross news). 
Sept., 56. 
Seattle speaks up for safety (Green Cross news). 
Dec., 115. 
"These jobs must be done" (Green Cross news). Oct., 22h. 
Syracuse - Syracuse surveys off-the-job accidents (Green Cross news). 
July, 46. 
Tennessee - Tennessee asks for help! (Green Cross news). Sept., 56. 
Utah - Utah sets up directorate (Green Cross news). July, 50. 
Western Pennsylvania - Management safety course (Green Cross news). 
Nov., 170. 
Visual aids catalog (Green Cross news). July, 
52. 
Worcester (Mass.) - Aids in disaster relief (Green Cross news). Oct., 
146. 


Community Safety Councils - Finances, See Green Cross campaigns. 





Conferences 
Coming events in the field of safety. July, 42; Aug., 54; Sept., 51; Oct., 
150; Nov., 66; Dec., 52. 
For association executives (Small businesses and associations). Oct., 134. 
— meeting (Green Cross news). Sept., 56; Oct., 146; Nov., 48; Dec., 
7 
50s 
New York convention. Oct., 17h. 
‘ Plan symposium on outdoor noise. Sept., 48. 
President's conference to continue job safety efforts. Aug., 66. 
President's occupational safety conference to meet April 14-16. Nov., 86. 


Construction 
Safety increases profits (Small businesses and associations). Sept., 40. 
The taxpayer gained. WNov., 46. 
Three "near fatalities". July, he. 


Contests 
Calendar contest winners. July, 122; Aug., 105; Sept., 138; Oct., 227; 
Nov., 174; Dec., 117. 
Cameras catch the drama of fire. July, 28. 
Carrier drivers show their skill (Allison). Oct., 158. 
Five-star contest. Nov., 54. 
Harriman awards presented. Nov., 35. 
New records in mining safety. Sept., 94. 
Reaching 00,000 workers (Green Cross news). Aug., 46. 
Recognition for good records (Mozley). Oct., 114. 
See also Rewards; Safety stunts. 


Cost, John 
A message to young engineers. Aug., 20. 


Dastur, H. P. 
Whatever is human is medical. Dec., 18. 


Data sheets 
Amyl acetate. D-208. Aug., 30. 
Chlorine D-207. Sept., 36. 
The oxides of nitrogen. D-206. July, 38, 
Xylene and toluene. D-204. Aug., 38. 


Dearborn, Ned B. 
Our federal charter(editorial). Oct., 107. 


Degreasing 
Chlorinated solvent degreasers (Hama). Oct., 
Facts about welding (Reinhard). Nov., 148. 
See also solvents. 
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Dermatitis 
Arsenic trioxide (Industrial health). Nov., 60. 
Dermatitis (Cases for comment). July, 119; Dec., 45. 
No substitute for cleanliness. Aug., 26. 


Diary of a safety engineer (Andrews) (fiction). July, 36; Aug., 28; 
Sept., 32; Oct., 106; Nov., 20; Dec., 36. 


Disaster 
Aids in disaster relief (Green Cross news). Oct., 16. 


Diseases - See Health hazards - Industrial, Specific subject. 


Dishwashing 
Sanitary standards for dishwashing machines. Sept., 78. 


Docks 
Safer, economic hauling. Oct., 174. 


Doors 
Revolving doors (Asked and answered). Oct., 183. 


Draper, Julius A. 
A rich reward. Oct., 164. 


Drivers and driving 
Carrier drivers show their skill (Allison). Oct., 158. 
The mind behind the accident (Kirkwood). Dec., 88. 
Travel to special meeting (Cases for comment). Nov., 56. 
Unauthorized use of company car (Cases for comment). Sept., 66. 
Where's the logic? (Gidel). Aug., 21. 


Drivers and driving - Courses 
Delaware celebrates (Green Cross news). July, 53. 
Issue booklet on grade crossing safety. Dec., 48. 
Leaders plead for safety (Green Cross news). Dec., 58. 
Urge "autogyms" for safe driver training. Sept., 62. 


Dusts 
Arsenic trioxide (Industrial health). Nov., 60. 
Fly ash disposal (Industrial health). Aug., 56. 
Protection against contaminated atmospheres. (Postman). Nov., 24. 


Ear stopples 
An injury that wasn't a handicap. Dec., 84. 





Economics of safety 
Air force reduces ground accident cost. Aug., 79. 
Another award for U.S.A.F. July, 72. 
Dig those crazy saboteurs (Giael). July, 21. 
Du Pont rayon plant tops industrial safety records. Aug., 72. 
Effect of experience on rates: (Small businesses and associations). Nov., 

4, Dec., 54. 

He might have been a cripple eohid Get. Il. 
How good is our performance? (Edwards). Aug.. 36. 
A message to young engineers (Cost). Aug., 86.. 
No time to waste (editorial). Nov., 17. 
Pennsylvaiuia scores again a business and associations). Nov., 172. 
Placement - not exclusion (Guidotti). Nov., 150. 
Safety increases profits (Smell businesses and associations). Sept., 40. 
Small plant cuts costs (Small businesses and associations). Aug., 40. 
Western ice plant cools off acccidents. Oct., 166. 


Editorials. July, 17; Aug., 17; Sept., 17; Oct., 107; Nov., 17; Dec., 17. 
Education 


Leaders or specialists? (Editorial). Sept., 17. 
A professor speaks (The safety valve). Sept., 23. 


How good is our performance? (Edwards). Aug., 36. 


Electrical industry 
No chance of shock. Sept., 78. 


Electricity 
Fading menaces in the oil industry (Prussing). Sept., 128. 
Low voltage -- high hazard (Heinrich). Oct., 123. 
No chance of shock. Sept., 78. 


Electronics 
Electric eye opens plant fire doors. Nov., 47. 


Elevators 
Elevator contact locks prone their value ... July, 54. 
Elevator safety in 1861. July, 29. 
The elevator's century of progress. Oct., 124. 


Employees 
Dress up your safety message (Applegit). Dec., 34. 
Placement -- not exclusion (Guidotti). Nov., 22. 
Who is morally responsible? (Power). Nov., 58. 
See also Industrial safety-Courses. 


Employees - Publications 
Dress up your safety message (Applegit). Dec., 34. 
"Stet" urges space for safety (Green Cross news). Oct., 223. 





ski. 
Engineers - Safety 
Diary of a safety engineer (Andrews) (fiction). July, 36; Aug., 28; 
Sept., 32; Oct., 126; Nov., 20; Dec., 36. 
First engineering course (Green Cross news). Dec., 114. 
Let's be practical (Hurd). Sept., 2h. 
A message to young engineers (Cost). Aug., 87. 
Methods engineering added to safety course. Oct., 185. 
More authority? (the safety valve). Dec., 35. 


Exhibits 
B-D day. July, 68. 
Safety on display (Boon). Oct., 118. 


Eyes 
B-D day. July, 68. 
First aid and emergency care of eye injuries (Kuhn). Oct., 210. 
See also Goggles; Lighting. 


Falls 
Fainting spell reportable? (Cases for comment). Nov., 56. 
Injury in the shower (Cases for comment). July, 120. 


Farm safety 
Operation Fhilippines. Sept., 35. 
Signed up for safety (Allen). Oct., 116. 
V-P Nixon keynotes Farm Safety Week. Sept., 68. 


Fatigue 
Out of the gray (Mason). Nov., 37. 


Feet and legs 
Injured in transit (Cases for comment). July, 32. 
Pre-existing weakness (Cases for comment). Sept., 66. 


Films, see Visual education. 


Fire protection 
Cameras catch the drama of fire. July, 28. 
Elected president of fire protection engineers (Personals). July, 91. 
Electric eye opens plant fire doors. Nov., 47. 
Fading menaces in the oil industry (Prussing). Sept., 20. 
Fire alarm made to last 1,000 years. Sept., 52. 
Heat-resisting suit cuts shut down time. Sept., 105. 
Insulation board to be more fire-resistant. Aug., 58. 
Recruit Smoky Stover to put fire safety over. Sept., 59. 
Religious institutions have high fire losses. July, 72. 
Small industries keep down city's fire loss. July, 24. 
Thirsty granules (Jaffee). Dec., 42. 
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Fire protection - Courses 
Dayton holds fire school (Green Cross news). Aug., 90. 
Small industries keep down city's fire loss. July, 24. 


Firearms 
Guns take toll in hunting and homes. Nov., 70. 


First aid 
Chlorine (Data sheet D-207). Sept., 88. 
Ever-ready salesmen. Aug., 68. 
First aid and emergency care of eye injuries (Kuhn). Oct., 120. 
Neglected first aid (Cases for comment). Sept., 123. 
The oxides of nitrogen (Data sheet D-206). July, 92. 
Plan world standards for first aid equipment. Sept., 78. 
Proving ground for safety. Nov., 26. 
Red Cross adopts changes in first aid. Nov., 78. 
See also Health - Supervision in industry. 


Fish, Carman 
Safety followed through. Oct., 108. 
The safety valve. July, 35; Aug., 35; Sept., 23; Oct., 148; Dec., 35. 


Flammable liquids, see Solvents - Flammable. 


Floors 
Company celebrates 25th anniversary. July, 70. 
Floors and their upkeep. July, 30. 
Issue standard for oxychloride floors. Nov., 62. 
Thirsty granules (Jaffee). Dec., 42. 


Food industry 
Better housing for cannery workers. Nov., 76. 
Catalyst stops plant's halitosis.. Dec., 44. 
Ever-ready salesmen. Aug., 68. 
See also Restaurants 


Foremen 
L. A. supervisor series (Green Cross news). Nov., 170. 
Looking for trouble (Jordan). Aug., 24. 
On the spot help (Small businesses and associations). Aug., 40. 
Supervisors' safety award (Small businesses and associations). Aug., 40. 


Foundations 
New trustees for Industrial Hygiene Foundation (Personals). Nov., 70. 


Foundries 
Protection against contaminated atmospheres (Postman). Nov., 2h. 


Frostbite 
Red Cross adopts changes in first aid.. Nov., 78. 





Gas industry 
AGA improves (Small businesses and associations). WNov., 173. 


Gases 
Facts about welding (Reinhard). Nov., 38. 
New standard covers medical gases. Oct., 2Q0l. 
The oxides of nitrogen (Data sheet D-206). July, 95. 
Proving ground for safety. Nov., 27. 
Xylene and toluene (Data sheet D-204). Aug., 78. 


Gasoline 
Proving ground for safety. Nov., 150. 


Gebert, N. J. 
No mystery about chain failures. Nov., 30. 


Gidel, Robert D. 
Cases for comment. July, 32; Aug., 34; Sept., 66; Oct., 140; 
Nov., 56; Dec., 45. 
Dig those crazy saboteurs! July, 21 
Don't be half safe. Sept., lg. 
How do they live so long? Dec., 29. 
Odds on the bunk. Oct., 127. 
Poor, crazy mixed up people. Nov., 23. 
Where's the logic? Aug., 2l. 


Glass 
Industry uses safety glass, too. Dec., 48. 


Goggles 
B-D day. July, 68. 
Small plant cuts costs (Small businesses ani associations). Aug., ho. 


Grade crossings 
Issue booklet on grade crossing safety. Dec., 48. 
Six railroad crossings eliminated. Sept., 72. 


Green Cross campaigns 
Eastbay campaign successful (Green Cross news). July, 48. 
"Safety ‘round the clock" (Green Cross news). Aug., 48. 
Tennessee asks for help! ace Cross news). Sept., 56. 
These jobs must be done” (Green Cross news). Oct., 22h. 


Green Cross news (Burke). July, 48; Aug., 48; Sept., 56; Oct., 146; 
Nov., 48; Dec., 58. 


Guards 
Invents trigger guard for pneumatic tools. Aug., 66. 
Make guard inoperative (Cases for comment). July, 32. 
Plan machine guards for taller men. Sept., 106. 
Simple but effective. Oct., 202. 
See also Specific Subjects. 


Guidotti, Frank P. 
Placement -- not exclusion. Nov., 22. 





Hama, George M. 
Chlorinated solvent degreasers. Oct., 128. 


Handling material 
Carrier drivers show their skill (Allison). Oct., 158. 
How high can a fork truck reach? (Milz). ‘Nov., 32. 
A matevials-handling show goes on the road. Sept., 60. 
Methods that take the hazards out of handling sodium (Sitting). July, 26. 
Safer, economic hauling. Oct., 174. 


Hands and arms 
Amputee stays on job (Cases for comment). July, 120. 
An injury that wasn't a handicap. Dec., 32. 
Neglected first aid (Cases for comment). Sept., 123. 
Private work (Cases for comment). July, 120. 
Soup for lunch (Cases for comment). Sept., 122. 


Heacock, James H. 
Radioactive press guards. Aug., 32. 


Head protection 
Chlorine (Data sheet D-207). Sept., 8. 
Guarded against beanballs. Oct., 131. 
An injury that wasn't a handicap. Dec., 8h. 
The oxides of nitrogen (Data sheet D-206). July, 38. 
Protection against contaminated atmospheres (Postman). Nov., 24. 


Xylene and toluene (Data sheet D-204). Aug., 38. 


Health - Supervision in industry 
First aid and emergency care of eye injuries (Kuhn). Oct., 120. 
He might have been a cripple (Park). Oct., 110. 
Measuring plant needs for medical service (Coates). July, 20. 
Medical cere plan (Industrial health). Sept., 117. 
The mind wehind the accident (Kirkwood). Dec., 28. 
Placement -- not exclusion (Guidotti). Nov., 22. 
Whatever is human is medical (Dastur). Dec., 16. 
Wife's treatment not satisfactory (Cases for comment). Aug., 34. 


Health hazards - Industrial 
Industria. health. Abstracts of current literature on industrial hygiene, 
medicine, and nursing (Van Atta). July, 60; Aug., 56; Sept., 42; Oct., 
136; Nov., 60; Dec., 46. 
No substitute for cleanliness. Aug., 26. 
See also Chemicals; Dusts; Gases; Insecticides; Solvents; and specific 
subjects. 


Hearing aids 
Announce new standard for hearing aids. Sept., 108. 
An injury that wasn't a handicap. Dec., 84. 


Heat treating 
Heat-resisting suit cuts shut down time. Sept., 105. 
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Heinrich, Herbert 
Low voltage -- high hazard. Oct., 122. 


Hernia 
Hernies require work stoppage (Cases for comment). Sept., 66. 


Pre-existing hernia (Cases for comment). July, 32. 


Hix, Sid 
The lighter side. July, 37; Aug., 29; Sept., 33; Oct., 113; Nov., 
21; Dec., 37.- 


Home safety 
The accident barometer. July, 44; Aug., 44; Sept., 44; Oct., 138; 
Nov., 40; Dec., 40. 
Accidents among the aged (Green Cross news). Sept., 56. 
Better housing for cannery workers. Nov., 76. 
Built-in safety (Green Cross news). Aug., 91 
Death rate down one per cent (Battey). July, 86. 
Low voltage -- high hazard (Heinrich). (t., 122. 
Take it easy (The safety valve). Aug., 35. 


Horseplay 
Letter from a ship builder. Nov., 50. 


Hospitals 
Accident prevention among the brass (Carpenter). Oct., 187. 
New standard covers medical gases. Oct., 201. 
See also First aid; Health-Supervision in industry. 


Hotels 
Offer safety course for hotel personnel. Sept., 62. 
Placement -- not exlusion (Guidotti). Nov., 22. 


Hours of labor 
Soup for lunch (Cases for comment). Sept., 122. 
Unauthorized use of company car (Cases for comment). Sept., 


Housekeeping 
Lunch-hour inspections can be revealing. Nov., 31. 
Thirsty granules (Jaffee). Dec., he. 
See also Floors. 


Hunting, see Firearms. 


Hurd, Hardlee B. (pseudonym). 
Let's be practical. Sept., 2k. 


Hydrocarbons 
Chlorinated solvent degreasers (Hama). Oct., 128. 


Hydrogen peroxide 
Proving ground for safety. Nov., 27. 
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Industrial health. Abstrects of current literature on industrial hygiene, 
medicine, and nursing (Van Atta). July, 60; Aug., 56; Sept., 42; Oct., 
136; Nov., 60; Dec., 46. 


Industrial safety - Courses 
Cooperation's the answer (Small businesses and associations). Sept., 40. 
First engineering course (Green Cross news). Dec., 114. 
L. A. supervisor series (Green Cross news). Nov., 170. 
On the spot help (Small businesses and associations). Aug., 40. 
Safety on display (Boon). Oct., 118. 


Industrial safety - Courses - National Safety Council 
Methods engineering added to safety course. Oct., 185. 


Insecticides 
Insect control (Industrial health). July, 101; Aug., 56. 
Insecticides (Industrial health). Oct., 136. 
Pest extermination (Industrial health). Oct., 136. 


Inspection 
Five-star contest. Nov., 54. 
Looking for trouble (Jordan). Aug., 24. 
Lunch-hour inspections can be revealing. Nov., 3l. 
No mystery about chain failures (Gebert). Nov., 31. 


Insulation 
Insulation board to be more fire-resistant. Aug., 56. 


Insurance 
Delaware celebrates (Green Cross news). July, 53. 
Effect of experience on rates. (Small businesses and associations). 
Nov., 44; Dec., 54. 
He might have been a cripple. Oct., lll. 
Western ice plant cools off accidents. Oct., 166. 


Iron and steel 
Scrap iron, not safety. Sept., 40. 
Whatever is human is medical (Dastur). Dec., 18. 


Jaffee, Woodrow A. 
Thirsty granules. Dec., 42. 


Johnson W. G. 
Safety -- jet propelled. Aug., 18. 


Jordan, Homer G. 
Looking for trouble. Aug., 24. 





Kipling, Rudyard 
The secret of the machine (excerpt) (the safety valve). Nov., 42. 


Kirkwood, James W. 
The mind behind the accident. Dec., 28. 


Kuhn, Hedwig S. 
First aid and emergency care of eye injuries. Oct., 120. 


Laboratories 
Atomic tracers aid cleanser research. Nov., 94. 
Laboratory changes name, expands program. Nov., 84. 
Methods that take the hazards out of handling sodium (Sittig). July, 
26. 


Ladders 
Inspection of wood ladders (Markwardt). Dec., 2h. 


Language 
Language up-to-date (Editorial). Aug., 17. 
Speaking of hazards (the readers' point of view). July, 57. 
Workers reached in their own language. Sept., 55. 


Leadership * 
Leaders or specialists? (Editorial). Sept., 17. 
No time to waste (editorial). Nov., 17. 


The lighter side (Hix). July 37; Aug., 29; Sept., 33; Oct., 113; Nov., 
21; Dec., 37. 


Lighting 
Out of the gray (Mason). Nov., 36. 


Lightning 
Fading menaces in the oil industry (Prussing). Sept., 20. 


Limericks 
Calendar contest winners. July, 122; Aug., 105; Sept., 138; Oct., 
227; Nov., 174; Dec., 117. 


Liquid oxygen 
Proving ground for safety. Nov., 27. 


Long, Lawrence A. 
Tell them a story. July, 22. 
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Lumber industry 
Carrier drivers show their skill (Allison). Oct., 158. 
Dressing first rate helps fourth estate. Sept., 76. 
Safety measures on logging craft. Aug., 42. 
Workers help design heavy-duty gloves. Nov., 169. 


Lunchrooms 
Lunch-hour inspections can be revealing. Nov., 31. 


Machines 
Chlorinated solvent degreasers (Hama). Oct., 128. 
Facts about welding (Reinhard). Nov., 148. 
Out of the gray (Mason). Nov., 36. 


Magazine activities 
Special industrial edition (Green Cross news). Aug., 46. 
"Stet" urges space for safety (Green Cross news). Oct., 223. 


Maintaining interest 
Tell them a story (Long). July, 76. 
See also Contests, Rewards; Stunts. 


Maintenance 
Emergency work (Cases for comment). Nov., 56. 
Floors and their upkeep. July, 30. 


Management 
Accident prevention among the brass (Carpenter). Oct., 112. 
For association executives (Small businesses and associations). Oct., 134. 
Safety through accepted rules (Braidech). Sept., 18. 


Marine industry 
Fading menaces in the oil industry (Prussing). Sept., 22. 
Safety measures on logging craft. Aug., 40. 


Markwardt, L. J. 
Inspection of wood ladders. Dec., 2h. 


Mason, N. A. 
Out of the gray. Nov., 36. 


Mercantile establishments 
Signed up for safety (Allen). Oct., 116. 


Metal products industry 
Small plant cuts cost (Small businesses. and associations). 


Metals, see specific metal. 
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Miller, H. Gene 
Injury frequency rates. Oct., 130. 


Milz, Herold 
How high can a fork truck reach? Nov., 32. 


Mineral wool industry 
Supervisors' safety award (Small businesses and associations). 
Aug., 40. 


Mining 
George H. Deike heads Mine Inspectors' Institute (Personals). Aug., 
62. 
Honor mine official for community safety. July, 682. 
Medical care plan (Industrial health). Sept., 117. 
New records in mining safety. Sept., 94. 
Posters warn against blasting caps. Aug., 66. 
Vice president for Mine Safety Appliances Company (Personals). July, 


QD 
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Motor vehicles 
The accident barometer. July, 44; Aug., 44; Sept., 44; Oct., 138; 
Nov., 40; Dec., 40. 
Carrier drivers show their skill (Allison). Oct., 158. 
Death rate down one per cent (Battey). July, 85. 
Fading menaces in the oil industry (Prussing). Sept., 127. 
The mind behind the accident (Kirkwood). Dec., 88. 
Post office improves fleet safe program. Sept., 90. 


Tragedy strikes home (Green Cross news). Oct., 223. 
See also Drivers and driving. 


Mozley, Norman 
Recognition for good records. Oct., 114. 


N 


National Fire Protection Association 
llen L. Cobb re-elected NFPA president (Personals). July, 88. 


National Safety Council 

Conference of Local Safety Organizations meets (Green Cross news). 
Nov., 48. 

General chairman, NSC sections Dec., 27. 

Officers, directors and trustees, NSC. Nov., 34. 

Recognition for good records (Mozley). Oct., 115. 

Small businesses and associations. July, 40; Aug., 40; Sept., 40; 
Oct., 134; Nov., 44; Dec., 54. 

Target ... small plant accident causes (Reinhard). Sept., 30. 

What's new in National Safety Council services. Aug., 101; Sept., 101; 
Nov., 74; Dec., 99. 
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National Safety Council - Charter 
Council celebrates fortieth anniversary. Dec., 22. 
Federal charter presented as 41st congress opens. Nov., 18. 
National Safety Council granted federal charter. Sent., 17. 
Our federal charter (Editoriel) (Dearborn). Oct., 107. 
A vote of confidence (editorial). Nov., 17. 


National Safety Council - Congress 
Congress program? Sure! (Small businesses and associations). Aug., 40. 
Council celebrates fortieth anniversary. Dec., 22. 
Federal charter presented as 41st congress opens. Nov., 18. 
Going to the congress? (the safety valve). Oct., 148. 
Map for location of hotels, railroad stations and bus terminals. Sept., 27. 
On congress programs. July, 34. 
Safety staged a good show. Dec., 38. 
Safety's big week. Aug., 50. 
Seen at the Congress. Dec., 30. 
When you see us in Chicago. Sept., 26. 


National Safety Council - History 
How many do you remember? Nov., 19. 
Pfister Hotel owner, Ray Smith, died March 30, 1953 (Obituary). July, 92. 
Safety followed through (Fish). Oct., 108. 


National Safety Council - Library 
Safety staged a good show. Dec., 39. 


National Safety Council - Fublications 
Do associations want safety? (Small businesses and associations). Oct. 
134. 
The fight for life. Nov., 964. 
Operation Safety. Oct., 195. 
Reprints available (Small businesses and associations). Sept., 40. 
Statement of ownership, management and circulation. Nov., 135. 
Target ... small plant accident causes. Sept., 31. 


National Safety Council - Staff 
Robert Currie added to staff (Small businesses and associations). Nov., 44, 
James D. Saul joins NSC staff (Personals). July, 88. 
Leonard C. Smith joins NSC staff (Personals). Aug., 62. 


Changes in Western Region staff (Personals). July, 46. 


Near accidents 
How do they live so long? (Gidel). Dec., 29. 
Three "near fatalities." July, 4e. 
Where's the logic? Aug., 21. 


Nitric acid 
Proving ground for safety. Nov., 27. 


Nitrogen 
The oxides of nitrogen (Data sheet D-206). July, 38. 
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Noise 
An injury that wasn't a handicap. Dec., 84. 
Plan symposium on out-door noise. Sept., 48. 
Research on noise (Industrial health). Sept., 42. 


Nurses and nursing 
Form occupational health nursing council. Sept., 92. 
Measuring plant meeds for medical service. July, 118. 


Obituaries 

Obituary. July, 91; Aug., 75; Oct., 181; Dec., 57. 

Bulot, Mark A. Dec., 57; Chowen, Walter A., Aug., 76; Gordon, Isaiah, 
Oct., 181; Koeth, Frederick J., July, 91; Mason, Dan O., Aug., 75; 
Meeker, Royal, Oct., 181; Smith, Ray, July, 92; Stokinger, Herbert E., 
Sept., 104; Walsh, Edward J., Sept., 74; Worth, William E., Aug., 76. 


Off-the-job-safety 
Death rate down one per cent (Battey). July, 85. 
"Safety 'round the clock" (Green Cross news). Aug., 48. 
Syracuse surveys off-the-job accidents (Green Cross news). July, 48. 


Office safety 
rb 


Carbon tetrachloride (Asked and answered). Oct., 183. 
Organization 

Don't be half safe! (Gidel). Sept., 19. 

An injury that wasn't a handicap. Dec., 32. 

A rich reward (Draper). Oct., 164. 

Safety -- jet propelled (Johnson). Aug., 18. 

The taxpayer gained. Nov., 46. 

Whatever is human is medical (Dastur). Dec., 18. 

Western ice plant cools off accidents. Oct., 166. 


Organization - Small plant 

Another definition of "small business" (Small businesses and 
associations). July, 4o. 

Congress program? Sure: (Small businesses and associations). 
Aug., hO. 

Measuring plant needs for medical service (Coates). July, 21. 

Small industries keep down city's fire loss. July, 2k. 

Target ... small plant accident losses (Reinhard). Sept., 30. 


see also Associations. 





Paint - Spray coating 
Protection against contaminated atmospheres (Postman). Nov., 155. 


Paper industry 
It stands the acid test. Aug., 60. 
Safety equipment for the asking. Sept., 92. 


Parades 
New York Green Cross to repeat colorful parade. Oct., 156. 
Thousands view Green Cross parade in New York (Green Cross news). Dec., 58. 


Park, iierbert W. 
He might have been a cripple. Oct., 110. 


Parks, Ruth (compiler) 
The safety library. Books, pamphlets and periodicals of interest to safety 
men. duly, 56; Aug., 52; Sept., 46; Oct., 154; Nov., 52; Dec., 62. 
Pedestrians 
"Champions' of safety (Green Cross news). 
Pedestrian safety in Chicago (Green Cross n 
3,500 jaywalkers (Green Cross news). Aug., 


Perchloroethylene 
Chlorinated solvent degreasers (Hama). Oct., 128. 


Personals 
Personals. July, 46; Aug., 62; Sept., 74%; Oct., 181; Nov., 70; Dec., 56. 
Bartlett, Douglas C. - Appointed safety engineer. Sept., 74. 
Brown, William F. - Heads ASSE. Nov., 7/0. 
Bullard, E. W. - Named to President's committee on Occupational Safety. 
Oct., lol. 
Chase, H. V., Jr. - Named assistant works manager at power plant. Dec., 56. 
Cobb, Allen L. - Re-elected NFPA president. July, 68. 
Coburn, Fordyce - Honor mine official for community safety. July, 82. 
Cook, Warren A. - Joins U. of Michigan faculty. Aug., 62. 
Cooper, W. Clark - Appointed to dusts and gases committee of ASA. 
Sept., 104. 
Deike, George H., Sr. - Heads Mine Inspectors' Institute. Aug., 62. 
Deike, George H., Jr. - Vice president for Mine Safety Appiiances Company. 
July, 90. 
Felton, Jean Spencer - Health service director for University of Oklahoma 
Hospitals, Oct., 181. 
Fike, William J. - Appointed safety director for the Basic Refractories 
Inc., Oct., 181. 
Fitzsimmons, C. C. - Appointed engineer. Sept., 74. 
Franks, Carl D. - PCA elects officers. July, 939. 
Geiger, Karl S. - Underwriters' Laboratories appoints chief engineer. 
July, 46. 
Ginivan, Robert A., Jr. - Joined safety department at chemical company. 
July, 90. 
Gordon, Lloyd E. - New director at Zurich industrial hygiene division. 
Aug., 62. 
Greiner, L. W. - Assistant manager of safety for powder company. Dec., 56. 
Harrison, Frank - To retire, to remain as consultant. Sept., (4. 





-23- 


Personals (continued) 

Hendon, Roy B. - Appointed assistant division manager. Nov., 70. 

Hunter, Charles F. -Insurance company staff changes. Aug., 62. 

Kleinfield, Maurice - Appointed to state labor department. Sept., 74. 

Kling, Alan L. - Appointed safety director. Sept., 74. 

Lavalle, Paul - Dedicates safety song to the Council. Sept., 22. 

McCarthy, M. J. - Insurance company staff changes. Aug., 8h. 

Mac Kenzie, E. D. - Promoted to rank of superintendent. Aug., 62. 

Mullendore, Aulton D.- Aug., 62. 

Moberg, Charles F. - Retires. Sept., 74. 

Neale, John A. - Elected president of fire protection engineers. 
July, 91. 

Nentwig, F. G. - Appointed director of safety and fire prevention. 
Nov., 70. 

Nixon, Richard M. - V-P Nixon keynotes Farm Safety Week. Sept., 68. 

Pope, G. H. - Appointed engineer. Sept., 74. 

Renner, William D. - Appointed to teach classes in industrial safety. 

Dec., 57. 

Shay, Roy E. - Appointed safety director. July, 46. 

Smith, Thomas F. - Appointed senior safety engineer. Oct., 181. 

Stack, Herbert J. - Dr. Stack honored. July, 46. 

Stokinger, Herbert E. - Appointed to dusts and gases committee. 

Sept., 104. 

Vernon, Ralph J. - Appointed safety engineer. Oct., 181. 

whipkey, Darwin - Appointed safety director for gas corporation. 
Oct., 181 

See also Community Safety Councils; National Safety Council - Staff. 


Petroleum industry - Refineries 
Fading menaces in the oil industry (Prussing). Sept., 131. 
Safety on display (Boon). Oct., 118. 


Philosophy 
who is morally responsible? (Power). Nov., 58. 


Physical examinations 
Measuring plant needs for medical service (Coates). July, 115. 
Placement - not exclusion (Guidotti). Nov., 22. 
Whatever is human is medical (Dastur). Dec., 20. 


Photography - Contests 
Cameras catch the drama of fire. July, 28. 


Pipes 
Methods that talk the hazards out of handling sodium (Sitting). 
July, 112. 


Plating 
Electroplating made safer. Sept., 28. 


Signed up for safety (Allen). Oct., 116. 
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Poems 
The secret of the machines (excerpt) (Kipling). Nov., 42. 


Post office 
Post office improves fleet safe programs. Sept., 90. 


Posters 
Campaign against abandoned ice boxes. Aug., 46. 
Poster price increased. Dec., 78. 
Posters warn against blasting caps. Aug., 66. 
Safety posters. July, 98; Aug., 98; Sept., 98; Oct., 168; Nov., 166; 
Dec., 100. 
Tell them a story (Long). July, 109. 


Postman, Benjamin F. 
Protection against contaminated atmospheres. Nov., 24. 


Power, Paul R. 
Who is morally responsible? Nov., 58. 


Power presses 
An injury that wasn't a handicap. Dec., 32. 
Radioactive devices guard hands. Dec., 26. 
Radioactive press guards (HNeacock). Aug., 32. 


Power transmission 
Plan machine guards for taller men. Sept., 106. 


Prayers 
I will lift up mine eyes (The safety valve). July, 35. 


Propellants 
Proving ground for safety. Nov., 26. 


Prussing, George F. 
Fading menaces in the oil industry. Sept., 20. 


Psychology 
Letter from a ship builder (Reynolds). Nov., 50. 
Odds on the bunk (Gidel). Oct., 127. 
People won't stay scared. July, 17. 
A professor speaks (The safety valve). Sept., 23. 
The "three E's" (The readers' point of view). July, 58. 


Psychology - Accident proneness 
The mind behind the accident (Kirkwood). Dec., 28. 
Accident proneness (Industrial health). July, 60. 


Public safety 
The accident barometer. July, 44; Aug., 44; Sept., 44; Oct., 138; 
Dec., 4O. 
Five thousand at rally, thousand turned away. July, 62. 
Issue booklet on grade crossing safety. Dec., 48. 
Stickers for mirrors (Green Cross news). July, 48. 
See also Buildings; Noise; Pedestrians. 


Publicity, see Advertising: Contests: Rewards: Stunts. 





Quarries 
Pennsylvania scores again (Small businesses and associations). Nov. 


172. 


Quotations 
Quotable quotes (Rosenstein). Sept., 96; Nov., 42. 


Radiation 
Atomic tracers aid cleanser research. Nov., 94. 
Fire alarm made to last 1,000 years. Sept., 52. 
Radioactive devices guard hands. Dec., 26. 
Radioactive press guards (Heacock). Aug., 32. 
Radioactive wastes (Industrial health). Dec., 46. 


Radio broadcasting activities 
Safety filled the air valves. Dec., 3l. 


Radium 
Radium spill (Industrial h-alth). Oct., 212. 


Railroads 
Death rate down one per cent (Battey). July, 87. 
Five thousand at rally, thousand turned away. July, 62. 
Harriman awards presented. Nov., 35. 
Issue booklet on grade crossing safety. Dec., 48. 
Six railroad crossings eliminated. Sept., /2. 


Rats - Extermination 
Prolific pests (Walmsley). Sept., 34. 


Readers’ point of view. July, 57; Aug., 80; Sept., 58; Oct., 184; 


Nov., 82. 


Refrigeration 
Abandoned refrigerators (Small businesses and associations). 
Nov., 4b. 
Campaign against abandoned ice boxes. Aug., 46. 
Death trap round-up (Green Cross news). Nov., 39, 171. 
Western ice plant cools off accidents. Oct., 166. 


Rehabilitation 
An injury that wasn't a handicap. Dec., 32. 
He might have been a cripple (Park). Oct., 110. 


Reinhard, H. F. 
Facts about welding. Nov., 38. 
Target ... small plant accident losses. Sept., 30. 





Respirators, see Head protection 


Responsibility 
A message to young engineers (Cost). Aug., 20. 
Who is morally responsible? (Power). Nov., 58. 


Restaurants 
Safer restaurants (Small businesses andi associations). Oct., 134. 


Resuscitation 
Awards made by the NSC for successful application of artificial respiration. 
July, 54; Sept., 113; Nov., 133. 
Disagrees with doctor (the readers' point of view). Aug., 50. 
Film teaches resuscitation. Aug., 33. 
Low voltage -- high hazard (Heinrich). Oct., 122. 


Rewards 
Announce scholarships in accident prevention. Aug., 65. 
Announce winners of safety scholarships. Nov., 159. 
Award safety fellowships. Oct., 125. 
Eastbay's annual meeting (Green Cross news). Aug., 91. 
Employees get mementos of world safety record. Nov., 158. 
Governor presents awards (Green Cross news). Oct., 224. 
Harriman awards presented. Nov., 35. 
New records in mining safety. Sept., 94. 
Supervisors' safety award (Small businesses and associations). Aug., 40. 
U. S. engineers win army safety award. Sept., 92. 
Women win in safety (Green Cross news). Dec., 114. 


Rewards - National Safety Council 

Another award for USAF. July, 72. 

Associations win awards, too (Baltzer). Nov., 26. 

Awards made by the NSC for successful application of artificial 
respiration. July, 54; Sept., 113; Nov., 133. 

For distinguished service -- NSC awards for outstanding records. July, 
64; Aug., 64; Sept., 64; Oct., 142; Nov., 62; Dec., 56. 

NSC awards presented (Green Cross news).- July, 52. 

Recognition for good records (Mozley). Oct., 114. 

Seen at the Congress. Dec., 31. 

Target ... small plant accident losses (Reinhard). Sept., 114. 

Utah sets up directorate (Green Cross news). July, 50. 


Reynolds, William H. 
Letter from a ship builder. Nov., 50. 


Richards, Walter C. 
How safe are your slings? Aug., 22. 


Rocket fuels, see Propellants. 


Rodeos 
Carrier drivers show their skill (Allison). Oct., 158. 


Roofs 
Makes roof work safer. Nov., 88. 
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Rope - Wire 
How safe are your slings? (Richards). Aug., 22. 
No chance of shock. Sept., 78. 


Rosenstein, J. L. 
Quotable quotes. Sept., 96; Nov., 92. 


Rubver industry 
Employees get mementos of world safety record. Nov., 158. 


S 
Safety directors - see Engineers - safety. 


ty library. Books, pamphlets and periodicals of interest 
fety men n (Parks) . July, 56; Aug., 52; Sept., 46; Oct., 154; 


Cry 
Oce 


movement 
er housing for cannery workers. Nov., 76. 
fight goes on (editorial). Dec., 17. 
awards presented (Green Cross news). July, 52. 
federal charter (Editorial) (Dearborn). Oct., 107. 
Pennsylvania scores again (Small businesses and associations). 
Nov., 44. 
President's conference to continue job safety efforts. Aug., 66. 
President's occupational safety conference to meet April 14-16 
Nov., 86. 
Safety followed through (Fish). Oct., 108. 
Safety through accepted rules (Braidech). Sept., 18. 
U.S. engineers win army safety award. Sept., 92. 


Safety movement - Foreign 
Britain's smoke problem (Industrial health). July, 103. 
Carrier drivers show their skill (Allison). Oct., 158. 
A rich reward (Draper). Oct., 164. 
Seen at the Congress. Dec., 30. 
Urge “autogyms" for safe driver training. Sept., 62. 
Whatever is human is medical (Dastur). Dec., 18. 


Safety shows 
Five thousand at rally, thousand turned away. July, 62. 
A materials-handling show goes on the road. Sept., 60. 


Safety staged a good show. Dec., 30. 


afety stunts 
B-D day. July, 68. 
"Champions" of safety (Green Cross news). Sept., 138. 
Employees get mementos of world safety record. Nov., 158 
Five-star contest. Nov., 139. 
Seattle gives impact to safety (Green Cross news). Sept., 56. 
Stickers for mirrors (Green Cross news). July, 48. 
Tennessee asks for help! (Green Cross news). Sept., 56. 
What's their line? July, 33. 
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The safety valve (Fish). July, 35; Aug., 35; Sept., 23; Oct., 148; Dec., 35. 


Sanitation 
Atomic tracers aid cleanser research. Nov., 94. 
Facilities that aid housekeeping. July, 74. 
Sanitary standards for dishwashing machines. Sept., 78. 


sandblasting 
An injury that wasn't a handicap. Dec., 32, Sb. 
Protection ageinct contaminated atmospheres (Postman). 


Scaffolds 
Makes roof work safer. Nov., 88. 


Seasonal hazards - Summer 
Take it easy (The safety valve). Aug., 35. 
"What's the difference?" (Green Cross news). Aug., 91. 


Selling safety 
Accident prevention among the brass (Carpenter). Oct., 112. 
Dress up yous safety message (Applegit). Dec., 34. 
Let's be practicel (Hurd). Sept., 2k. 
People won't stay scared. July, 17. 
Stimulant or opiate? (editorial). Dec., 17. 


Shipyards 
Letter from a ship builder (Reynolds). WNov., 50. 


Shoes 
What's their line? July, 33. 


Signs 
Stickers for mirrors (Green Cross news). July, 48. 
Warns from both directions. Aug., 55. 


Sittig, Marshall 
Methods that take the hazards out of handling sodium. 


Small plants, see Organization- Small plant. 


Snakes 
He was prepared but the snake didn't bite. Sept., 54. 


Soap, see Cleansers and creams. 


Society of Fire Protection Engineers 
John A. Neale elected president (Personals). July, 91. 


Sodium 
Methods that take the hazards out of handling sodium (Sittig). July, 26. 


Solvents 
Carbon tetrachloride (Asked and answered). Oct., 183. 
Chlorinated solvent degreasers (Hama). Oct., 128. 
Industrial solvents (Industrial health). July, 60. 
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Solvents - Flammable 
Amyl acetate (Data s 
Proving ground for s 

and toluene ( 


heet D-208). Aug., 30. 
afety, Nov., 25. 
Deta sheet D-20%), Aug., 38. 


sdicated to the council. Sept., 22. 


uerded against beanballs. Oct., 131. 


Standards 
an world standards for first aid equipment. Sept., 78. 


ae es 


Safety through accepted rules (Braidech). Sept., 16. 


Static electricity 
Fading menaces in the oil industry (Prussing). Sept., 20. 


i 
Television 
"Mr. Peppers" featured in child safety program. Sept., 29. 
Safety filled the air waves. Dec., 31 


Textile industry 
Du Pont rayon plant tops industrial safety records. Aug., 72. 


Invents trigger guard for pneumatic tools. Aug., 66. 


adopts changes in first aid. Nov., 78. 


Training, see Colleges and Universities; Industrial safety - Courses; 
Visual education. 


Oct., 128. 


Carrier drivers show their skill (Allison). Oct., 158. 
igh can a fork truck reach? (Milz). Nov., 32. 


Tt 
Latur 
4 Ww 


opeedcs battery changing. Sept., 25. 


United States military services 
Air Force reduces ground accident cost. Aug., 79. 
Another award for USAF. July, 72. 
Award of honor presented to Navy. Oct., 142. 





Vacation safety 
t! \ 
Mr. Peepers" peeps at sefety (Green Cross news). Oct., 


Van Atta, Flovd A. 
Industrinl health. Abstracts of current litereture on industrial hygiene, 
medicine, and nursing. July, 40; Aug., 56; Sept., 42; Oct., 136; Nov., 
60; Dec., L6. 


Vaporizers 
Insecticides (Inductrial health). Oct., 136. 


Ventilation and exhaust systens 
Chlorinated solvent degreasers (Hama). Oct., 197. 
Cleaner air simplifies air conditioning). Sept., 102. 
Electroplating made safer. Sept., 28. 
Fly ash disposal (Industrial health). Aug., 56. 
Protection against contaminated atmospheres (Postman). Nov., 2k. 
Room for work -- and safety. Sept., 38. 


Visual education 
Fiim teaches resuscitation. Aug., 33. 
Local visual aid service (Small businesses and associations). July, 
"Mr. Peepers" featured in child safety program. Sept., 29. 
Publishes film catalog (Green Cross news). Sept., 56. 
Safety films. July, 78; Sept., 91; Oct., 208; Nov., 133; Dec., 52. 
Safety on display (Boon). Oct., 118. 
Traffic safety is theme of Disney film. Oct., 180. 
Visual aids catelog (Green Cross news). July, 52. 
What's new in National Safety Council services. Aug., 101; Sept., 101; 
Nov., 74; Dec., 29. 
Workers reached in their own language. Sept., 55. 


Voltages 
Low voltage -- high hazard (Heinrich). 
No chance of shock. Sept., 75. 


Walmsley, William 
Prolific pests. Sept., 34. 


Warehouses 
Warehouses suffer heavy fire losses. Sept., 109. 


Washrooms 
Facilities that aid housekeeping. July, 74. 
Injury in the shower (Cases for comment). July, 120. 
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Waste disposal 
Industrial wastes (Industrial health). Sept., 120. 
Redioactive wastes (Industrial health). Dec., 46. 


Watchmen 
Private work (Cases for comment). July, 120. 


Feria Safety Week. July, 17. 

National newspaper week. Sept., 42. 

Recruit Smoky Stover to put fire safety over. Sept., 59. 
V-P Nixon keynotes Farm Safety Week. Sept., 68. 


Welding 
Facts about welding (Reinhard). Nov., 38. 
First aid and emergency care of eye injuries (Kuhn). Oct., 121. 


What's new in National Safety Council services. Aug., 101; Sept., 
101; Nov., 74; Dec., 99. 


Women's activities 
Women win in safety (Green Cross news). Dec., 114. 


Worlmen's compensation 
He might have been a cripple (Park). Oct., 218. 
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